[2024-05-28T07:08:19.455667Z] [info] +++ setup notes +++
[2024-05-28T07:08:19.456128Z] [info] Running on openqaworker26:21 (Linux 5.14.21-150500.55.65-default #1 SMP PREEMPT_DYNAMIC Thu May 23 04:57:11 UTC 2024 (a46829d) x86_64)
[2024-05-28T07:08:19.462607Z] [debug] Found ASSET_1, caching Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box
[2024-05-28T07:08:19.465477Z] [info] Downloading Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box, request #237549 sent to Cache Service
[2024-05-28T07:08:29.606784Z] [info] Download of Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box processed:
[info] [#237549] Cache size of "/var/lib/openqa/cache" is 400 GiB, with limit 400 GiB
[info] [#237549] Downloading "Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box" from "https://openqa.opensuse.org/tests/4226875/asset/other/Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box"
[info] [#237549] Content of "/var/lib/openqa/cache/openqa.opensuse.org/Tumbleweed.x86_64-1.0-libvirt-Snapshot20240527.vagrant.libvirt.box" has not changed, updating last use

[2024-05-28T07:08:29.609217Z] [debug] Found ASSET_2, caching Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box
[2024-05-28T07:08:29.612431Z] [info] Downloading Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box, request #237550 sent to Cache Service
[2024-05-28T07:08:39.735169Z] [info] Download of Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box processed:
[info] [#237550] Cache size of "/var/lib/openqa/cache" is 400 GiB, with limit 400 GiB
[info] [#237550] Downloading "Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box" from "https://openqa.opensuse.org/tests/4226875/asset/other/Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box"
[info] [#237550] Content of "/var/lib/openqa/cache/openqa.opensuse.org/Tumbleweed.x86_64-1.0-virtualbox-Snapshot20240527.vagrant.virtualbox.box" has not changed, updating last use

[2024-05-28T07:08:39.737204Z] [debug] Found ASSET_256, caching openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256
[2024-05-28T07:08:39.739369Z] [info] Downloading openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256, request #237551 sent to Cache Service
[2024-05-28T07:08:44.818693Z] [info] Download of openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256 processed:
[info] [#237551] Cache size of "/var/lib/openqa/cache" is 400 GiB, with limit 400 GiB
[info] [#237551] Downloading "openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256" from "https://openqa.opensuse.org/tests/4226875/asset/other/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256"
[info] [#237551] Content of "/var/lib/openqa/cache/openqa.opensuse.org/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso.sha256" has not changed, updating last use

[2024-05-28T07:08:44.820734Z] [debug] Found HDD_1, caching opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2
[2024-05-28T07:08:44.822799Z] [info] Downloading opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2, request #237552 sent to Cache Service
[2024-05-28T07:08:54.926331Z] [info] Download of opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 processed:
[info] [#237552] Cache size of "/var/lib/openqa/cache" is 400 GiB, with limit 400 GiB
[info] [#237552] Downloading "opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2" from "https://openqa.opensuse.org/tests/4226875/asset/hdd/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2"
[info] [#237552] Content of "/var/lib/openqa/cache/openqa.opensuse.org/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2" has not changed, updating last use

[2024-05-28T07:08:54.928150Z] [debug] Found ISO, caching openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso
[2024-05-28T07:08:54.930852Z] [info] Downloading openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso, request #237554 sent to Cache Service
[2024-05-28T07:09:00.019231Z] [info] Download of openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso processed:
[info] [#237554] Cache size of "/var/lib/openqa/cache" is 400 GiB, with limit 400 GiB
[info] [#237554] Downloading "openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso" from "https://openqa.opensuse.org/tests/4226875/asset/iso/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso"
[info] [#237554] Content of "/var/lib/openqa/cache/openqa.opensuse.org/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso" has not changed, updating last use

[2024-05-28T07:09:00.023146Z] [info] Rsync from 'rsync://openqa.opensuse.org/tests' to '/var/lib/openqa/cache/openqa.opensuse.org', request #237556 sent to Cache Service
[2024-05-28T07:09:05.088242Z] [info] Output of rsync:
[info] [#237556] Calling: rsync -avHP --timeout 1800 rsync://openqa.opensuse.org/tests/ --delete /var/lib/openqa/cache/openqa.opensuse.org/tests/
Try 1:
receiving incremental file list

sent 1,759 bytes  received 1,161,721 bytes  2,326,960.00 bytes/sec
total size is 5,860,206,069  speedup is 5,036.79


[2024-05-28T07:09:05.088351Z] [info] Finished to rsync tests
[2024-05-28T07:09:05.094143Z] [debug] +++ worker notes +++
[37m[2024-05-28T07:09:05.449604Z] [debug] [pid:80763] Current version is 4.6.1716387241.58dd214 [interface v40][0m
[37m[2024-05-28T07:09:05.463590Z] [debug] [pid:80763] git hash in 'opensuse': 05d47c0cd70fd49af462c0598205d097904f46e3[0m
[37m[2024-05-28T07:09:05.482739Z] [debug] [pid:80763] git url in 'opensuse': https://github.com/os-autoinst/os-autoinst-distri-opensuse.git[0m
[37m[2024-05-28T07:09:05.802858Z] [debug] [pid:80763] usingenv DESKTOP=textmode[0m
[37m[2024-05-28T07:09:05.802992Z] [debug] [pid:80763] usingenv DISTRI=opensuse[0m
[37m[2024-05-28T07:09:05.803046Z] [debug] [pid:80763] usingenv QEMUCPU=host[0m
[37m[2024-05-28T07:09:05.803100Z] [debug] [pid:80763] usingenv INSTLANG=en_US[0m
[37m[2024-05-28T07:09:05.803146Z] [debug] [pid:80763] usingenv DVD=1[0m
[37m[2024-05-28T07:09:05.803194Z] [debug] [pid:80763] usingenv ISO=openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso[0m
[37m[2024-05-28T07:09:05.803237Z] [debug] [pid:80763] usingenv ISO_MAXSIZE=4700372992[0m
[37m[2024-05-28T07:09:05.805278Z] [debug] [pid:80763] scheduling boot_to_desktop tests/boot/boot_to_desktop.pm[0m
[37m[2024-05-28T07:09:05.813654Z] [debug] [pid:80763] scheduling buildah_integration tests/containers/buildah_integration.pm[0m
[2024-05-28T07:09:05.820160Z] [info] [pid:80772] cmdsrv: daemon reachable under http://*:20213/fSCYChIzqLKRag2J/
[2024-05-28T07:09:05.821722Z] [info] [pid:80772] Listening at "http://[::]:20213"
Web application available at http://[::]:20213
[37m[2024-05-28T07:09:05.826796Z] [debug] [pid:80763] git hash in 'opensuse/products/opensuse/needles': 9c264ee66e0366e6bfd7b2a1d219ca52ddb44beb[0m
[37m[2024-05-28T07:09:05.844528Z] [debug] [pid:80763] git url in 'opensuse/products/opensuse/needles': git@github.com:os-autoinst/os-autoinst-needles-opensuse.git[0m
[37m[2024-05-28T07:09:05.844664Z] [debug] [pid:80763] init needles from opensuse/products/opensuse/needles[0m
[37m[2024-05-28T07:09:06.518487Z] [debug] [pid:80763] loaded 7144 needles[0m
[37m[2024-05-28T07:09:06.683372Z] [debug] [pid:80763] 80763: channel_out 15, channel_in 14[0m
[37m[2024-05-28T07:09:06.740554Z] [debug] [pid:80971] 80971: cmdpipe 13, rsppipe 16[0m
[37m[2024-05-28T07:09:06.740815Z] [debug] [pid:80971] started mgmt loop with pid 80971[0m
[37m[2024-05-28T07:09:06.801370Z] [debug] [pid:80971] Launching external video encoder: ffmpeg -y -hide_banner -nostats -r 24 -f image2pipe -vcodec ppm -i - -pix_fmt yuv420p -c:v libvpx-vp9 -crf 35 -b:v 1500k -cpu-used 1 'video.webm'[0m
[37m[2024-05-28T07:09:06.877945Z] [debug] [pid:80971] qemu version detected: 7.1.0[0m
[37m[2024-05-28T07:09:06.879718Z] [debug] [pid:80971] running `/usr/bin/chattr +C /var/lib/openqa/pool/21/raid`[0m
[37m[2024-05-28T07:09:06.896918Z] [debug] [pid:80971] Command `/usr/bin/chattr +C /var/lib/openqa/pool/21/raid` terminated with 1
  /usr/bin/chattr: Operation not supported while setting flags on /var/lib/openqa/pool/21/raid[0m
[37m[2024-05-28T07:09:06.897019Z] [debug] [pid:80971] Configuring storage controllers and block devices[0m
[37m[2024-05-28T07:09:06.897525Z] [debug] [pid:80971] running `/usr/bin/qemu-img info --output=json /var/lib/openqa/pool/21/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2`[0m
[37m[2024-05-28T07:09:06.936838Z] [debug] [pid:80971] running `/usr/bin/qemu-img info --output=json /var/lib/openqa/pool/21/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso`[0m
[37m[2024-05-28T07:09:06.976716Z] [debug] [pid:80971] Initializing block device images[0m
[37m[2024-05-28T07:09:06.977058Z] [debug] [pid:80971] running `/usr/bin/qemu-img create -f qcow2 -F qcow2 -b /var/lib/openqa/pool/21/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 /var/lib/openqa/pool/21/raid/hd0-overlay0 32212254720`[0m
[37m[2024-05-28T07:09:07.019202Z] [debug] [pid:80971] Formatting '/var/lib/openqa/pool/21/raid/hd0-overlay0', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=32212254720 backing_file=/var/lib/openqa/pool/21/opensuse-Tumbleweed-x86_64-20240527-textmode@64bit.qcow2 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:09:07.019327Z] [debug] [pid:80971] running `/usr/bin/qemu-img create -f qcow2 /var/lib/openqa/pool/21/raid/hd1 20G`[0m
[37m[2024-05-28T07:09:07.057460Z] [debug] [pid:80971] Formatting '/var/lib/openqa/pool/21/raid/hd1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=21474836480 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:09:07.057642Z] [debug] [pid:80971] running `/usr/bin/qemu-img create -f qcow2 -F raw -b /var/lib/openqa/pool/21/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso /var/lib/openqa/pool/21/raid/cd0-overlay0 4497342464`[0m
[37m[2024-05-28T07:09:07.102750Z] [debug] [pid:80971] Formatting '/var/lib/openqa/pool/21/raid/cd0-overlay0', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=4497342464 backing_file=/var/lib/openqa/pool/21/openSUSE-Tumbleweed-DVD-x86_64-Snapshot20240527-Media.iso backing_fmt=raw lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:09:07.102900Z] [debug] [pid:80971] init_blockdev_images: Finished creating block devices[0m
[37m[2024-05-28T07:09:07.104687Z] [debug] [pid:80971] starting: /usr/bin/qemu-system-x86_64 -device VGA,edid=on,xres=1024,yres=768 -only-migratable -chardev ringbuf,id=serial0,logfile=serial0,logappend=on -serial chardev:serial0 -audiodev none,id=snd0 -device intel-hda -device hda-output,audiodev=snd0 -global isa-fdc.fdtypeA=none -m 2048 -cpu host -netdev user,id=qanet0 -device virtio-net,netdev=qanet0,mac=52:54:00:12:34:56 -object rng-random,filename=/dev/urandom,id=rng0 -device virtio-rng-pci,rng=rng0 -boot order=c -device qemu-xhci -device usb-tablet -smp 1 -enable-kvm -no-shutdown -vnc :111,share=force-shared -device virtio-serial -chardev pipe,id=virtio_console,path=virtio_console,logfile=virtio_console.log,logappend=on -device virtconsole,chardev=virtio_console,name=org.openqa.console.virtio_console -chardev pipe,id=virtio_console_user,path=virtio_console_user,logfile=virtio_console_user.log,logappend=on -device virtconsole,chardev=virtio_console_user,name=org.openqa.console.virtio_console_user -chardev socket,path=qmp_socket,server=on,wait=off,id=qmp_socket,logfile=qmp_socket.log,logappend=on -qmp chardev:qmp_socket -S -device virtio-scsi-pci,id=scsi0 -blockdev driver=file,node-name=hd0-overlay0-file,filename=/var/lib/openqa/pool/21/raid/hd0-overlay0,cache.no-flush=on -blockdev driver=qcow2,node-name=hd0-overlay0,file=hd0-overlay0-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd0-device,drive=hd0-overlay0,bootindex=0,serial=hd0 -blockdev driver=file,node-name=hd1-file,filename=/var/lib/openqa/pool/21/raid/hd1,cache.no-flush=on -blockdev driver=qcow2,node-name=hd1,file=hd1-file,cache.no-flush=on,discard=unmap -device virtio-blk,id=hd1-device,drive=hd1,serial=hd1 -blockdev driver=file,node-name=cd0-overlay0-file,filename=/var/lib/openqa/pool/21/raid/cd0-overlay0,cache.no-flush=on -blockdev driver=qcow2,node-name=cd0-overlay0,file=cd0-overlay0-file,cache.no-flush=on,discard=unmap -device scsi-cd,id=cd0-device,drive=cd0-overlay0,serial=cd0[0m
[37m[2024-05-28T07:09:07.113704Z] [debug] [pid:80971] Waiting for 0 attempts[0m
[37m[2024-05-28T07:09:08.114261Z] [debug] [pid:80971] Waiting for 1 attempts[0m
[37m[2024-05-28T07:09:09.114723Z] [debug] [pid:80971] Finished after 2 attempts[0m
[37m[2024-05-28T07:09:09.130681Z] [debug] [pid:80971] Establishing VNC connection to localhost:6011[0m
[37m[2024-05-28T07:09:09.132841Z] [debug] [pid:80971] pointer type 0 0 640 480 -257[0m
[37m[2024-05-28T07:09:09.132908Z] [debug] [pid:80971] led state 0 1 1 -261[0m
[37m[2024-05-28T07:09:09.189051Z] [debug] [pid:80971] Start CPU[0m
[37m[2024-05-28T07:09:09.189334Z] [debug] [pid:80971] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"53858","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"6011","websocket":false}},"event":"VNC_CONNECTED","timestamp":{"microseconds":131154,"seconds":1716880149}}[0m
[37m[2024-05-28T07:09:09.189478Z] [debug] [pid:80971] EVENT {"data":{"client":{"family":"ipv4","host":"127.0.0.1","service":"53858","websocket":false},"server":{"auth":"none","family":"ipv4","host":"0.0.0.0","service":"6011","websocket":false}},"event":"VNC_INITIALIZED","timestamp":{"microseconds":132108,"seconds":1716880149}}[0m
[37m[2024-05-28T07:09:09.189607Z] [debug] [pid:80971] EVENT {"event":"RESUME","timestamp":{"microseconds":189466,"seconds":1716880149}}[0m
GOT GO

[37m[2024-05-28T07:09:09.197455Z] [debug] [pid:80971] QEMU: QEMU emulator version 7.1.0 (SUSE Linux Enterprise 15)[0m
[37m[2024-05-28T07:09:09.197502Z] [debug] [pid:80971] QEMU: Copyright (c) 2003-2022 Fabrice Bellard and the QEMU Project developers[0m
[37m[2024-05-28T07:09:09.199544Z] [debug] [pid:80781] Snapshots are supported[0m
[1;34m[2024-05-28T07:09:09.200474Z] [debug] [pid:80781] ||| starting boot_to_desktop tests/boot/boot_to_desktop.pm[0m
[2024-05-28T07:09:09.203095Z] [debug] [pid:80781] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:902 called opensusebasetest::handle_grub -> lib/opensusebasetest.pm:687 called opensusebasetest::wait_grub -> lib/opensusebasetest.pm:439 called testapi::assert_screen
[2024-05-28T07:09:09.203374Z] [debug] [pid:80781] <<< testapi::assert_screen(mustmatch=[
    "grub2"
  ], timeout=200)
Input #0, image2pipe, from 'pipe:':
  Duration: N/A, bitrate: N/A
  Stream #0:0: Video: ppm, rgb24, 1024x768, 24 fps, 24 tbr, 24 tbn, 24 tbc
Stream mapping:
  Stream #0:0 -> #0:0 (ppm (native) -> vp9 (libvpx-vp9))
[libvpx-vp9 @ 0x5638f0fe3900] v1.11.0
Output #0, webm, to 'video.webm':
  Metadata:
    encoder         : Lavf58.76.100
  Stream #0:0: Video: vp9, yuv420p(tv, progressive), 1024x768, q=2-31, 1500 kb/s, 24 fps, 1k tbn
    Metadata:
      encoder         : Lavc58.134.100 libvpx-vp9
    Side data:
      cpb: bitrate max/min/avg: 0/0/0 buffer size: 0 vbv_delay: N/A
[31m[2024-05-28T07:09:11.082706Z] [warn] [pid:80971] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.88 seconds for 72 candidate needles - make your needles more specific[0m
[37m[2024-05-28T07:09:11.082790Z] [debug] [pid:80971] no match: 199.0s, best candidate: bootloader-grub2-alp-selfinstall-20230327 (0.00)[0m
[32m[2024-05-28T07:09:11.571113Z] [debug] [pid:80781] >>> testapi::_handle_found_needle: found grub2-TW-virtio-20190303, similarity 1.00 @ 11/147[0m
[2024-05-28T07:09:11.571670Z] [debug] [pid:80781] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:902 called opensusebasetest::handle_grub -> lib/opensusebasetest.pm:702 called opensusebasetest::grub_select -> lib/opensusebasetest.pm:634 called testapi::send_key
[2024-05-28T07:09:11.571783Z] [debug] [pid:80781] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:09:11.840498Z] [debug] [pid:80781] tests/boot/boot_to_desktop.pm:53 called opensusebasetest::wait_boot -> lib/opensusebasetest.pm:926 called opensusebasetest::wait_boot_past_bootloader -> lib/opensusebasetest.pm:782 called opensusebasetest::wait_boot_textmode -> lib/opensusebasetest.pm:718 called testapi::assert_screen
[2024-05-28T07:09:11.840690Z] [debug] [pid:80781] <<< testapi::assert_screen(mustmatch=[
    "linux-login",
    "emergency-shell",
    "emergency-mode"
  ], timeout=500)
[37m[2024-05-28T07:09:12.281178Z] [debug] [pid:80971] no match: 499.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:13.234864Z] [debug] [pid:80971] no match: 498.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:14.194505Z] [debug] [pid:80971] no change: 497.6s[0m
[37m[2024-05-28T07:09:14.235148Z] [debug] [pid:80971] no match: 497.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:15.195524Z] [debug] [pid:80971] no change: 496.6s[0m
[37m[2024-05-28T07:09:15.236549Z] [debug] [pid:80971] no match: 496.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:15.893647Z] [debug] [pid:80971] pointer type 1 0 800 600 -257[0m
[31m[2024-05-28T07:09:16.878996Z] [warn] [pid:80971] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.68 seconds for 12 candidate needles - make your needles more specific[0m
[37m[2024-05-28T07:09:16.879088Z] [debug] [pid:80971] no match: 495.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:17.240431Z] [debug] [pid:80971] no match: 494.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:18.242936Z] [debug] [pid:80971] no match: 493.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:19.240304Z] [debug] [pid:80971] no match: 492.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:20.240456Z] [debug] [pid:80971] no match: 491.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[31m[2024-05-28T07:09:21.904082Z] [warn] [pid:80971] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.70 seconds for 12 candidate needles - make your needles more specific[0m
[37m[2024-05-28T07:09:21.904167Z] [debug] [pid:80971] no match: 490.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:22.237146Z] [debug] [pid:80971] no match: 489.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:23.238065Z] [debug] [pid:80971] no match: 488.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:24.242537Z] [debug] [pid:80971] no match: 487.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:25.243993Z] [debug] [pid:80971] no match: 486.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[31m[2024-05-28T07:09:26.719435Z] [warn] [pid:80971] !!! backend::baseclass::check_asserted_screen: check_asserted_screen took 0.51 seconds for 12 candidate needles - make your needles more specific[0m
[37m[2024-05-28T07:09:26.719522Z] [debug] [pid:80971] no match: 485.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[37m[2024-05-28T07:09:27.243788Z] [debug] [pid:80971] no match: 484.6s, best candidate: rescue-mode-emergency-shell-20180829 (0.18)[0m
[32m[2024-05-28T07:09:28.303123Z] [debug] [pid:80781] >>> testapi::_handle_found_needle: found linux-login-20200525, similarity 1.00 @ 72/749[0m
[1;34m[2024-05-28T07:09:28.312284Z] [debug] [pid:80781] ||| finished boot_to_desktop boot (runtime: 19 s)[0m
[37m[2024-05-28T07:09:28.313440Z] [debug] [pid:80781] Creating a VM snapshot lastgood[0m
[37m[2024-05-28T07:09:28.313834Z] [debug] [pid:80971] EVENT {"data":{"path":"\/machine\/peripheral-anon\/device[3]\/virtio-backend"},"event":"NIC_RX_FILTER_CHANGED","timestamp":{"microseconds":698950,"seconds":1716880165}}[0m
[37m[2024-05-28T07:09:28.314097Z] [debug] [pid:80971] Saving snapshot (Current VM state is running)[0m
[37m[2024-05-28T07:09:28.332247Z] [debug] [pid:80971] EVENT {"event":"STOP","timestamp":{"microseconds":332101,"seconds":1716880168}}[0m
[37m[2024-05-28T07:09:28.338138Z] [debug] [pid:80971] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'hd0-overlay0','snapshot-file' => '/var/lib/openqa/pool/21/raid/hd0-overlay1','snapshot-node-name' => 'hd0-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T07:09:28.342435Z] [debug] [pid:80971] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'hd1','snapshot-file' => '/var/lib/openqa/pool/21/raid/hd1-overlay1','snapshot-node-name' => 'hd1-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T07:09:28.346456Z] [debug] [pid:80971] blockdev-snapshot-sync({'arguments' => {'format' => 'qcow2','node-name' => 'cd0-overlay0','snapshot-file' => '/var/lib/openqa/pool/21/raid/cd0-overlay1','snapshot-node-name' => 'cd0-overlay1'},'execute' => 'blockdev-snapshot-sync'}) -> {'return' => {}}[0m
[37m[2024-05-28T07:09:28.351249Z] [debug] [pid:80971] EVENT {"data":{"status":"setup"},"event":"MIGRATION","timestamp":{"microseconds":351115,"seconds":1716880168}}[0m
[37m[2024-05-28T07:09:28.851696Z] [debug] [pid:80971] EVENT {"data":{"pass":1},"event":"MIGRATION_PASS","timestamp":{"microseconds":368769,"seconds":1716880168}}[0m
[37m[2024-05-28T07:09:28.851852Z] [debug] [pid:80971] EVENT {"data":{"status":"active"},"event":"MIGRATION","timestamp":{"microseconds":368849,"seconds":1716880168}}[0m
[37m[2024-05-28T07:09:28.852099Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:28.852177Z] [debug] [pid:80971] Migrating remaining bytes:   	2143625216[0m
[37m[2024-05-28T07:09:29.353085Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:29.353165Z] [debug] [pid:80971] Migrating remaining bytes:   	2121261056[0m
[37m[2024-05-28T07:09:29.853878Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:29.853952Z] [debug] [pid:80971] Migrating remaining bytes:   	2097799168[0m
[37m[2024-05-28T07:09:30.354644Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:30.354714Z] [debug] [pid:80971] Migrating remaining bytes:   	2071863296[0m
[37m[2024-05-28T07:09:30.855506Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:30.855574Z] [debug] [pid:80971] Migrating remaining bytes:   	2049712128[0m
[37m[2024-05-28T07:09:31.356584Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:31.356675Z] [debug] [pid:80971] Migrating remaining bytes:   	2035212288[0m
[37m[2024-05-28T07:09:31.857695Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:31.857799Z] [debug] [pid:80971] Migrating remaining bytes:   	2016555008[0m
[37m[2024-05-28T07:09:32.358604Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:32.358692Z] [debug] [pid:80971] Migrating remaining bytes:   	2001371136[0m
[37m[2024-05-28T07:09:32.859732Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:32.859830Z] [debug] [pid:80971] Migrating remaining bytes:   	1985679360[0m
[37m[2024-05-28T07:09:33.360977Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:33.361096Z] [debug] [pid:80971] Migrating remaining bytes:   	1964204032[0m
[37m[2024-05-28T07:09:33.861788Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:33.861861Z] [debug] [pid:80971] Migrating remaining bytes:   	1949843456[0m
[37m[2024-05-28T07:09:34.362482Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:34.362546Z] [debug] [pid:80971] Migrating remaining bytes:   	1935712256[0m
[37m[2024-05-28T07:09:34.863450Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:34.863545Z] [debug] [pid:80971] Migrating remaining bytes:   	1921306624[0m
[37m[2024-05-28T07:09:35.364269Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:35.364339Z] [debug] [pid:80971] Migrating remaining bytes:   	1905754112[0m
[37m[2024-05-28T07:09:35.865260Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:35.865370Z] [debug] [pid:80971] Migrating remaining bytes:   	1891479552[0m
[37m[2024-05-28T07:09:36.366326Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:36.366451Z] [debug] [pid:80971] Migrating remaining bytes:   	1871556608[0m
[37m[2024-05-28T07:09:36.867173Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:36.867243Z] [debug] [pid:80971] Migrating remaining bytes:   	1854291968[0m
[37m[2024-05-28T07:09:37.367877Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:37.367950Z] [debug] [pid:80971] Migrating remaining bytes:   	1769426944[0m
[37m[2024-05-28T07:09:37.868565Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:37.868628Z] [debug] [pid:80971] Migrating remaining bytes:   	1753088000[0m
[37m[2024-05-28T07:09:38.369339Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:38.369397Z] [debug] [pid:80971] Migrating remaining bytes:   	1737379840[0m
[37m[2024-05-28T07:09:38.870150Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:38.870221Z] [debug] [pid:80971] Migrating remaining bytes:   	1673383936[0m
[37m[2024-05-28T07:09:39.370805Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:39.370870Z] [debug] [pid:80971] Migrating remaining bytes:   	1403555840[0m
[37m[2024-05-28T07:09:39.871514Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:39.871583Z] [debug] [pid:80971] Migrating remaining bytes:   	1267884032[0m
[37m[2024-05-28T07:09:40.372247Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:40.372314Z] [debug] [pid:80971] Migrating remaining bytes:   	1138253824[0m
[37m[2024-05-28T07:09:40.873041Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:40.873105Z] [debug] [pid:80971] Migrating remaining bytes:   	779526144[0m
[37m[2024-05-28T07:09:41.373777Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:41.373841Z] [debug] [pid:80971] Migrating remaining bytes:   	376590336[0m
[37m[2024-05-28T07:09:41.874630Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:41.874714Z] [debug] [pid:80971] Migrating remaining bytes:   	54722560[0m
[37m[2024-05-28T07:09:42.375389Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:42.375474Z] [debug] [pid:80971] Migrating remaining bytes:   	19427328[0m
[37m[2024-05-28T07:09:42.875826Z] [debug] [pid:80971] EVENT {"data":{"pass":2},"event":"MIGRATION_PASS","timestamp":{"microseconds":463889,"seconds":1716880182}}[0m
[37m[2024-05-28T07:09:42.875928Z] [debug] [pid:80971] EVENT {"data":{"pass":3},"event":"MIGRATION_PASS","timestamp":{"microseconds":483270,"seconds":1716880182}}[0m
[37m[2024-05-28T07:09:42.876013Z] [debug] [pid:80971] EVENT {"data":{"pass":4},"event":"MIGRATION_PASS","timestamp":{"microseconds":483567,"seconds":1716880182}}[0m
[37m[2024-05-28T07:09:42.876092Z] [debug] [pid:80971] EVENT {"data":{"status":"completed"},"event":"MIGRATION","timestamp":{"microseconds":487893,"seconds":1716880182}}[0m
[37m[2024-05-28T07:09:42.876210Z] [debug] [pid:80971] Migrating total bytes:     	2165121024[0m
[37m[2024-05-28T07:09:42.876255Z] [debug] [pid:80971] Migrating remaining bytes:   	0[0m
[37m[2024-05-28T07:09:42.876593Z] [debug] [pid:80971] Snapshot complete[0m
[37m[2024-05-28T07:09:43.057609Z] [debug] [pid:80971] EVENT {"event":"RESUME","timestamp":{"microseconds":57406,"seconds":1716880183}}[0m
[1;34m[2024-05-28T07:09:43.131938Z] [debug] [pid:80781] ||| starting buildah_integration tests/containers/buildah_integration.pm[0m
[37m[2024-05-28T07:09:43.136064Z] [debug] [pid:80971] QEMU: Formatting '/var/lib/openqa/pool/21/raid/hd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=32212254720 backing_file=/var/lib/openqa/pool/21/raid/hd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:09:43.136135Z] [debug] [pid:80971] QEMU: Formatting '/var/lib/openqa/pool/21/raid/hd1-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=21474836480 backing_file=/var/lib/openqa/pool/21/raid/hd1 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[37m[2024-05-28T07:09:43.136187Z] [debug] [pid:80971] QEMU: Formatting '/var/lib/openqa/pool/21/raid/cd0-overlay1', fmt=qcow2 cluster_size=65536 extended_l2=off compression_type=zlib size=4497342464 backing_file=/var/lib/openqa/pool/21/raid/cd0-overlay0 backing_fmt=qcow2 lazy_refcounts=off refcount_bits=16[0m
[2024-05-28T07:09:43.137532Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:09:43.137679Z] [debug] [pid:80781] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:09:43.138411Z] [debug] [pid:80971] <<< consoles::virtio_terminal::open_pipe(pipe_prefix="/var/lib/openqa/pool/21/virtio_console")
[33m[2024-05-28T07:09:43.139408Z] [info] [pid:80971] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[33m[2024-05-28T07:09:43.139539Z] [info] [pid:80971] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[37m[2024-05-28T07:09:43.140034Z] [debug] [pid:80781] activate_console, console: root-virtio-terminal, type: virtio-terminal[0m
[2024-05-28T07:09:43.140183Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:162 called bmwqemu::log_call
[2024-05-28T07:09:43.140223Z] [debug] [pid:80781] <<< serial_terminal::login()
[2024-05-28T07:09:43.140397Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:167 called testapi::wait_serial
[2024-05-28T07:09:43.140565Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/login:\s*$/ui, timeout=3, quiet=1, no_regex=0, buffer_size=undef, record_output=undef)
[2024-05-28T07:09:43.141240Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=3, quiet=1, no_regex=0, record_output=undef, expect_not_found=0, regexp="(?^ui:login:\\s*\$)", cmd="backend_wait_serial", pattern="(?^ui:login:\\s*\$)", json_cmd_token="ywoFgBab", buffer_size=undef)
[33m[2024-05-28T07:09:43.141405Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281255001027603 seconds: login: [0m
[32m[2024-05-28T07:09:43.142039Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T07:09:43.142146Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:170 called testapi::send_key
[2024-05-28T07:09:43.142232Z] [debug] [pid:80781] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:09:43.142580Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="IvEYfQCY", cmd="backend_send_key", key="ret", text="\n")
[2024-05-28T07:09:43.142805Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:171 called testapi::wait_serial
[2024-05-28T07:09:43.142965Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp=qr/login:\s*$/ui, record_output=undef, buffer_size=undef, quiet=undef, no_regex=0)
[2024-05-28T07:09:43.143301Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern="(?^ui:login:\\s*\$)", expect_not_found=0, regexp="(?^ui:login:\\s*\$)", buffer_size=undef, json_cmd_token="VkrLTJNK", timeout=90, record_output=undef, quiet=undef, no_regex=0)
[33m[2024-05-28T07:09:43.210139Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 6 loops & 0.0668894569989789 seconds: login: [0m
[32m[2024-05-28T07:09:43.210669Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T07:09:43.211326Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="QImgJkPB", lf=1, text="root\n", cmd="backend_type_string")
[2024-05-28T07:09:43.211607Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:175 called testapi::wait_serial
[2024-05-28T07:09:43.211795Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/root/ui, timeout=3, no_regex=0, quiet=undef, buffer_size=undef, record_output=undef)
[2024-05-28T07:09:43.212724Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="(?^ui:root)", pattern="(?^ui:root)", cmd="backend_wait_serial", json_cmd_token="mMXNOFsW", buffer_size=undef, timeout=3, no_regex=0, quiet=undef, record_output=undef)
[32m[2024-05-28T07:09:46.215356Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:root): fail[0m
[2024-05-28T07:09:46.215547Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:176 called testapi::record_info
[2024-05-28T07:09:46.215667Z] [debug] [pid:80781] <<< testapi::record_info(title="RELOGIN", output="Need to retry login to workaround virtio console race", result="softfail")
[2024-05-28T07:09:46.216562Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="root\n", lf=1, json_cmd_token="wjlOSBSu")
[2024-05-28T07:09:46.216878Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:178 called testapi::wait_serial
[2024-05-28T07:09:46.217030Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=3, regexp=qr/root/ui, expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:09:46.217639Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=0, timeout=3, buffer_size=undef, json_cmd_token="ryYCJPIS", cmd="backend_wait_serial", pattern="(?^ui:root)", expect_not_found=0, regexp="(?^ui:root)")
[33m[2024-05-28T07:09:46.219073Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00154197499978181 seconds: root[0m
[32m[2024-05-28T07:09:46.219384Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:root): ok[0m
[2024-05-28T07:09:46.219506Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:182 called testapi::wait_serial
[2024-05-28T07:09:46.219666Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, buffer_size=undef, record_output=undef, regexp=qr/Password:\s*$/ui, expect_not_found=0, timeout=30)
[2024-05-28T07:09:46.220168Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=0, record_output=undef, timeout=30, json_cmd_token="uGIgJBAG", buffer_size=undef, regexp="(?^ui:Password:\\s*\$)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^ui:Password:\\s*\$)")
[33m[2024-05-28T07:09:46.242770Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0227160089998506 seconds: Password: [0m
[32m[2024-05-28T07:09:46.243151Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:Password:\s*$): ok[0m
[2024-05-28T07:09:46.243549Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(secret=1, text="[masked]", cmd="backend_type_string", json_cmd_token="emkUnUJl", max_interval=100)
[2024-05-28T07:09:46.243766Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:184 called testapi::send_key
[2024-05-28T07:09:46.243860Z] [debug] [pid:80781] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:09:46.244144Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="ypNjKFvL", text="\n", key="ret", cmd="backend_send_key")
[2024-05-28T07:09:46.244399Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:186 called testapi::wait_serial
[2024-05-28T07:09:46.244556Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, timeout=90)
[2024-05-28T07:09:46.244905Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="gaNBLCDd", pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", record_output=undef, no_regex=0, quiet=undef, timeout=90)
[33m[2024-05-28T07:09:46.602148Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.35724646899871 seconds: [1msusetest:~ #[m(B [0m
[32m[2024-05-28T07:09:46.602794Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T07:09:46.603312Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="export TERM=dumb; stty cols 2048; exec \$SHELL\n", json_cmd_token="GrcsMyNf", lf=1)
[2024-05-28T07:09:46.603644Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:190 called testapi::wait_serial
[2024-05-28T07:09:46.603881Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, record_output=undef, buffer_size=undef, no_regex=0, quiet=undef)
[2024-05-28T07:09:46.604506Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=0, cmd="backend_wait_serial", pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", expect_not_found=0, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", buffer_size=undef, json_cmd_token="mHFpySKb")
[33m[2024-05-28T07:09:46.633364Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0290315790007298 seconds: susetest:~ # [0m
[32m[2024-05-28T07:09:46.633695Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T07:09:46.634059Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="PS1=\"# \"\n", cmd="backend_type_string", lf=1, json_cmd_token="vyOOmVOt")
[2024-05-28T07:09:46.634295Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:191 called serial_terminal::set_serial_prompt -> lib/serial_terminal.pm:143 called testapi::wait_serial
[2024-05-28T07:09:46.634444Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="PS1=\"# \"", expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:09:46.634835Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=1, quiet=undef, record_output=undef, timeout=90, json_cmd_token="IlwAaMyR", buffer_size=undef, regexp="PS1=\"# \"", expect_not_found=0, pattern=[
    "PS1=\"# \""
  ], cmd="backend_wait_serial")
[33m[2024-05-28T07:09:46.634940Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223844001084217 seconds: PS1="# "[0m
[32m[2024-05-28T07:09:46.635206Z] [debug] [pid:80781] >>> testapi::wait_serial: PS1="# ": ok[0m
[2024-05-28T07:09:46.635357Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:09:46.635462Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="export TERM=dumb", fail_message="", timeout=90, quiet=undef)
[2024-05-28T07:09:46.635629Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:09:46.635785Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, record_output=undef, buffer_size=undef, no_regex=1, quiet=undef)
[2024-05-28T07:09:46.636402Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "# "
  ], expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="LevrraAQ")
[33m[2024-05-28T07:09:46.636571Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000361025999154663 seconds: # [0m
[32m[2024-05-28T07:09:46.636964Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:46.637262Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="export TERM=dumb", json_cmd_token="TIAtKxDE")
[2024-05-28T07:09:46.637717Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Gi8yV-\$?-", json_cmd_token="EAKbQXbf")
[2024-05-28T07:09:46.637934Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:09:46.638093Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="export TERM=dumb; echo Gi8yV-\$?-", timeout=90, quiet=undef, no_regex=1, record_output=undef, buffer_size=144)
[2024-05-28T07:09:46.638431Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, regexp="export TERM=dumb; echo Gi8yV-\$?-", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "export TERM=dumb; echo Gi8yV-\$?-"
  ], json_cmd_token="CUFPVveO", buffer_size=144)
[33m[2024-05-28T07:09:46.638511Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000174172999322764 seconds: export TERM=dumb; echo Gi8yV-$?-[0m
[32m[2024-05-28T07:09:46.638750Z] [debug] [pid:80781] >>> testapi::wait_serial: export TERM=dumb; echo Gi8yV-$?-: ok[0m
[2024-05-28T07:09:46.638983Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="cULmCZVW", text="\n", cmd="backend_type_string")
[2024-05-28T07:09:46.639166Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:09:46.639288Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp=qr/Gi8yV-\d+-/u, timeout=90)
[2024-05-28T07:09:46.639598Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="ZPdHgtge", pattern="(?^u:Gi8yV-\\d+-)", cmd="backend_wait_serial", regexp="(?^u:Gi8yV-\\d+-)", expect_not_found=0, record_output=undef, no_regex=0, quiet=undef, timeout=90)
[33m[2024-05-28T07:09:46.639687Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168253000083496 seconds: Gi8yV-0-[0m
[32m[2024-05-28T07:09:46.639904Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Gi8yV-\d+-): ok[0m
[2024-05-28T07:09:46.640029Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:09:46.640126Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="echo Logged into \$(tty)", fail_message="", result_title="vconsole_login", timeout=30, quiet=undef)
[2024-05-28T07:09:46.640214Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:09:46.640317Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, quiet=undef, no_regex=1, timeout=90, regexp="# ", expect_not_found=0)
[2024-05-28T07:09:46.640632Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="# ", pattern=[
    "# "
  ], cmd="backend_wait_serial", json_cmd_token="kMIjRsJt", buffer_size=undef, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:09:46.640692Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000154342998939683 seconds: # [0m
[32m[2024-05-28T07:09:46.640905Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:46.641147Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="echo Logged into \$(tty)", cmd="backend_type_string", json_cmd_token="VvvqYyZJ")
[2024-05-28T07:09:46.641452Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="KtWqffzY", text="; echo 1XrKo-\$?-", cmd="backend_type_string")
[2024-05-28T07:09:46.641667Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:09:46.641830Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=151, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:09:46.642324Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "echo Logged into \$(tty); echo 1XrKo-\$?-"
  ], cmd="backend_wait_serial", regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", expect_not_found=0, buffer_size=151, json_cmd_token="FyxrWzoo")
[33m[2024-05-28T07:09:46.642425Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000223403998461436 seconds: echo Logged into $(tty); echo 1XrKo-$?-[0m
[32m[2024-05-28T07:09:46.642684Z] [debug] [pid:80781] >>> testapi::wait_serial: echo Logged into $(tty); echo 1XrKo-$?-: ok[0m
[2024-05-28T07:09:46.642923Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="ENcSJbnP")
[2024-05-28T07:09:46.643103Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:41 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:09:46.643220Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=30, regexp=qr/1XrKo-\d+-/u, expect_not_found=0, record_output=undef, buffer_size=undef, quiet=undef, no_regex=0)
[2024-05-28T07:09:46.643535Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=0, timeout=30, buffer_size=undef, json_cmd_token="IgskEEmp", cmd="backend_wait_serial", pattern="(?^u:1XrKo-\\d+-)", regexp="(?^u:1XrKo-\\d+-)", expect_not_found=0)
[33m[2024-05-28T07:09:46.644600Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00114286800089758 seconds: 1XrKo-0-[0m
[32m[2024-05-28T07:09:46.644829Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:1XrKo-\d+-): ok[0m
[2024-05-28T07:09:46.645031Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T07:09:46.645135Z] [debug] [pid:80781] <<< testapi::script_run(cmd="which bats", output="", timeout=30, die_on_timeout=1, quiet=undef)
[2024-05-28T07:09:46.645221Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T07:09:46.645318Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="# ", timeout=90, quiet=undef, no_regex=1, buffer_size=undef, record_output=undef)
[2024-05-28T07:09:46.645632Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "# "
  ], expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="hmHszDgq")
[33m[2024-05-28T07:09:46.645704Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000165803001436871 seconds: # [0m
[32m[2024-05-28T07:09:46.645931Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:46.646162Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="aqxLAwnb", cmd="backend_type_string", text="which bats")
[2024-05-28T07:09:46.646481Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo d3J0P-\$?-", cmd="backend_type_string", json_cmd_token="lwWfcSSp")
[2024-05-28T07:09:46.646640Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T07:09:46.646762Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="which bats; echo d3J0P-\$?-", timeout=90, no_regex=1, quiet=undef, buffer_size=138, record_output=undef)
[2024-05-28T07:09:46.647073Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(pattern=[
    "which bats; echo d3J0P-\$?-"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="which bats; echo d3J0P-\$?-", buffer_size=138, json_cmd_token="QvMAXlws", timeout=90, record_output=undef, no_regex=1, quiet=undef)
[33m[2024-05-28T07:09:46.647146Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000156562999109155 seconds: which bats; echo d3J0P-$?-[0m
[32m[2024-05-28T07:09:46.647364Z] [debug] [pid:80781] >>> testapi::wait_serial: which bats; echo d3J0P-$?-: ok[0m
[2024-05-28T07:09:46.647597Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="cleUpLxF", cmd="backend_type_string", text="\n")
[2024-05-28T07:09:46.647771Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:27 called testapi::script_run
[2024-05-28T07:09:46.647882Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, buffer_size=undef, record_output=undef, regexp=qr/d3J0P-\d+-/u, expect_not_found=0, timeout=30)
[2024-05-28T07:09:46.648197Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=0, timeout=30, buffer_size=undef, json_cmd_token="wJYEpcxB", cmd="backend_wait_serial", pattern="(?^u:d3J0P-\\d+-)", regexp="(?^u:d3J0P-\\d+-)", expect_not_found=0)
[33m[2024-05-28T07:09:46.649964Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00183671900049376 seconds: d3J0P-1-[0m
[32m[2024-05-28T07:09:46.650237Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:d3J0P-\d+-): ok[0m
[2024-05-28T07:09:46.650388Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:09:46.650492Z] [debug] [pid:80781] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -", quiet=undef, die_on_timeout=1, output="", timeout=303)
[2024-05-28T07:09:46.650578Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:09:46.650678Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, timeout=90, quiet=undef, no_regex=1, buffer_size=undef, record_output=undef)
[2024-05-28T07:09:46.651157Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=undef, json_cmd_token="FspnIZtq", pattern=[
    "# "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="# ")
[33m[2024-05-28T07:09:46.651240Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208323999686399 seconds: # [0m
[32m[2024-05-28T07:09:46.651546Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:46.651805Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -", json_cmd_token="JctfMVut")
[2024-05-28T07:09:46.652352Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo EPUlL-\$?-", cmd="backend_type_string", json_cmd_token="gKPrMAaz")
[2024-05-28T07:09:46.652545Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:09:46.652668Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-", expect_not_found=0, timeout=90, quiet=undef, no_regex=1, buffer_size=234, record_output=undef)
[2024-05-28T07:09:46.653085Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-"
  ], regexp="timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-\$?-", expect_not_found=0, buffer_size=234, json_cmd_token="QmUACZfs")
[33m[2024-05-28T07:09:46.653208Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000257834999501938 seconds: timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-[0m
[32m[2024-05-28T07:09:46.653454Z] [debug] [pid:80781] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/bats-core/bats-core/archive/refs/tags/v1.11.0.tar.gz | tar -zxf -; echo EPUlL-$?-: ok[0m
[2024-05-28T07:09:46.653729Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="hsVZyXWO", text="\n", cmd="backend_type_string")
[2024-05-28T07:09:46.653914Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:31 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:09:46.654030Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=303, regexp=qr/EPUlL-\d+-/u, expect_not_found=0)
[2024-05-28T07:09:46.654376Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=303, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:EPUlL-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:EPUlL-\\d+-)", buffer_size=undef, json_cmd_token="oWQTlaeQ")
[33m[2024-05-28T07:09:47.101376Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.44701184799851 seconds: EPUlL-0-[0m
[32m[2024-05-28T07:09:47.102063Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:EPUlL-\d+-): ok[0m
[2024-05-28T07:09:47.102288Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T07:09:47.102421Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cd bats-core-1.11.0", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:09:47.102567Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T07:09:47.102730Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:09:47.103331Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="# ", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="pOSJzSSs", buffer_size=undef, timeout=90, quiet=undef, no_regex=1, record_output=undef)
[33m[2024-05-28T07:09:47.103447Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266494000243256 seconds: # [0m
[32m[2024-05-28T07:09:47.103736Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:47.104058Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="cd bats-core-1.11.0", cmd="backend_type_string", json_cmd_token="YPZlTfBj")
[2024-05-28T07:09:47.104660Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="MCiurZHh", text="; echo 2GxhO-\$?-", cmd="backend_type_string")
[2024-05-28T07:09:47.104915Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T07:09:47.105063Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="cd bats-core-1.11.0; echo 2GxhO-\$?-", timeout=90, quiet=undef, no_regex=1, buffer_size=147, record_output=undef)
[2024-05-28T07:09:47.105460Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, expect_not_found=0, regexp="cd bats-core-1.11.0; echo 2GxhO-\$?-", pattern=[
    "cd bats-core-1.11.0; echo 2GxhO-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="zuWakmnU", buffer_size=147)
[33m[2024-05-28T07:09:47.105556Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000207232998945983 seconds: cd bats-core-1.11.0; echo 2GxhO-$?-[0m
[32m[2024-05-28T07:09:47.105823Z] [debug] [pid:80781] >>> testapi::wait_serial: cd bats-core-1.11.0; echo 2GxhO-$?-: ok[0m
[2024-05-28T07:09:47.106104Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="PaAzvIXo")
[2024-05-28T07:09:47.106315Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:32 called testapi::assert_script_run
[2024-05-28T07:09:47.106458Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp=qr/2GxhO-\d+-/u, expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:09:47.106827Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=0, cmd="backend_wait_serial", pattern="(?^u:2GxhO-\\d+-)", regexp="(?^u:2GxhO-\\d+-)", expect_not_found=0, buffer_size=undef, json_cmd_token="UwcQEbrv")
[33m[2024-05-28T07:09:47.106930Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201072998606833 seconds: 2GxhO-0-[0m
[32m[2024-05-28T07:09:47.107186Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:2GxhO-\d+-): ok[0m
[2024-05-28T07:09:47.107315Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T07:09:47.107422Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="bash ./install.sh /usr/local", quiet=undef, timeout=90, fail_message="")
[2024-05-28T07:09:47.107525Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T07:09:47.107649Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, quiet=undef, no_regex=1, timeout=90, expect_not_found=0, regexp="# ")
[2024-05-28T07:09:47.107998Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=undef, json_cmd_token="yADqczKe", pattern=[
    "# "
  ], cmd="backend_wait_serial", regexp="# ", expect_not_found=0)
[33m[2024-05-28T07:09:47.108094Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000201994000235572 seconds: # [0m
[32m[2024-05-28T07:09:47.108350Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:47.108612Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="BQWAgVpI", cmd="backend_type_string", text="bash ./install.sh /usr/local")
[2024-05-28T07:09:47.108947Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="DzwiVfVg", cmd="backend_type_string", text="; echo rMnnk-\$?-")
[2024-05-28T07:09:47.109114Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T07:09:47.109236Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="bash ./install.sh /usr/local; echo rMnnk-\$?-", timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=156)
[2024-05-28T07:09:47.109546Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "bash ./install.sh /usr/local; echo rMnnk-\$?-"
  ], regexp="bash ./install.sh /usr/local; echo rMnnk-\$?-", expect_not_found=0, buffer_size=156, json_cmd_token="wwfZSBhw", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:09:47.109625Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166443000125582 seconds: bash ./install.sh /usr/local; echo rMnnk-$?-[0m
[32m[2024-05-28T07:09:47.109846Z] [debug] [pid:80781] >>> testapi::wait_serial: bash ./install.sh /usr/local; echo rMnnk-$?-: ok[0m
[2024-05-28T07:09:47.110070Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="TVgyVDbq", text="\n", cmd="backend_type_string")
[2024-05-28T07:09:47.110238Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:33 called testapi::assert_script_run
[2024-05-28T07:09:47.110356Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, record_output=undef, buffer_size=undef, regexp=qr/rMnnk-\d+-/u, expect_not_found=0, timeout=90)
[2024-05-28T07:09:47.110675Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="aHHhleTZ", cmd="backend_wait_serial", pattern="(?^u:rMnnk-\\d+-)", expect_not_found=0, regexp="(?^u:rMnnk-\\d+-)", record_output=undef, quiet=undef, no_regex=0, timeout=90)
[33m[2024-05-28T07:09:47.128212Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0176045179996436 seconds: rMnnk-0-[0m
[32m[2024-05-28T07:09:47.128520Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:rMnnk-\d+-): ok[0m
[2024-05-28T07:09:47.128642Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T07:09:47.128756Z] [debug] [pid:80781] <<< testapi::script_run(cmd="mkdir -m 0750 /etc/sudoers.d/", output="", timeout=30, die_on_timeout=1, quiet=undef)
[2024-05-28T07:09:47.128859Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T07:09:47.128981Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:09:47.129326Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "# "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="BMCGatFO")
[33m[2024-05-28T07:09:47.129402Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168911999935517 seconds: # [0m
[32m[2024-05-28T07:09:47.129663Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:47.129923Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="dVakPddO", text="mkdir -m 0750 /etc/sudoers.d/", cmd="backend_type_string")
[2024-05-28T07:09:47.130255Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="wpoVIFWh", cmd="backend_type_string", text="; echo 2Suhl-\$?-")
[2024-05-28T07:09:47.130438Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T07:09:47.130581Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=157, expect_not_found=0, regexp="mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-", timeout=90)
[2024-05-28T07:09:47.130903Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=1, quiet=undef, record_output=undef, timeout=90, json_cmd_token="AdEgKmJK", buffer_size=157, regexp="mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-", expect_not_found=0, pattern=[
    "mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-\$?-"
  ], cmd="backend_wait_serial")
[33m[2024-05-28T07:09:47.130986Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169352000739309 seconds: mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-[0m
[32m[2024-05-28T07:09:47.131237Z] [debug] [pid:80781] >>> testapi::wait_serial: mkdir -m 0750 /etc/sudoers.d/; echo 2Suhl-$?-: ok[0m
[2024-05-28T07:09:47.131480Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="vVqmazez", text="\n", cmd="backend_type_string")
[2024-05-28T07:09:47.131680Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:35 called testapi::script_run
[2024-05-28T07:09:47.131816Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, buffer_size=undef, record_output=undef, expect_not_found=0, regexp=qr/2Suhl-\d+-/u, timeout=30)
[2024-05-28T07:09:47.132161Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=0, timeout=30, buffer_size=undef, json_cmd_token="hgMRgjbU", cmd="backend_wait_serial", pattern="(?^u:2Suhl-\\d+-)", expect_not_found=0, regexp="(?^u:2Suhl-\\d+-)")
[33m[2024-05-28T07:09:47.132863Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.000796861999333487 seconds: 2Suhl-1-[0m
[32m[2024-05-28T07:09:47.133133Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:2Suhl-\d+-): ok[0m
[2024-05-28T07:09:47.133246Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T07:09:47.133353Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:09:47.133454Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T07:09:47.133574Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="# ", record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:09:47.133905Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="FmfyTkvc", buffer_size=undef, timeout=90, quiet=undef, no_regex=1, record_output=undef)
[33m[2024-05-28T07:09:47.133981Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164143000802142 seconds: # [0m
[32m[2024-05-28T07:09:47.134232Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:47.134530Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="GKVBbOaz", cmd="backend_type_string", text="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal")
[2024-05-28T07:09:47.134871Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo Qtff8-\$?-", cmd="backend_type_string", json_cmd_token="iOCfeZuw")
[2024-05-28T07:09:47.135056Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T07:09:47.135201Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-", buffer_size=228, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:09:47.135531Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, expect_not_found=0, regexp="echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-", cmd="backend_wait_serial", pattern=[
    "echo 'Defaults secure_path=\"/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin\"' > /etc/sudoers.d/usrlocal; echo Qtff8-\$?-"
  ], json_cmd_token="gqymXZGW", buffer_size=228)
[33m[2024-05-28T07:09:47.135625Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000186262999704923 seconds: echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-[0m
[32m[2024-05-28T07:09:47.135892Z] [debug] [pid:80781] >>> testapi::wait_serial: echo 'Defaults secure_path="/usr/sbin:/usr/bin:/sbin:/bin:/usr/local/bin"' > /etc/sudoers.d/usrlocal; echo Qtff8-$?-: ok[0m
[2024-05-28T07:09:47.136147Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="eRGmSTEX", cmd="backend_type_string", text="\n")
[2024-05-28T07:09:47.136351Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:43 called containers::bats::install_bats -> lib/containers/bats.pm:36 called testapi::assert_script_run
[2024-05-28T07:09:47.136496Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, no_regex=0, quiet=undef, timeout=90, expect_not_found=0, regexp=qr/Qtff8-\d+-/u)
[2024-05-28T07:09:47.136808Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=0, quiet=undef, record_output=undef, timeout=90, json_cmd_token="BjpBsozf", buffer_size=undef, regexp="(?^u:Qtff8-\\d+-)", expect_not_found=0, pattern="(?^u:Qtff8-\\d+-)", cmd="backend_wait_serial")
[33m[2024-05-28T07:09:47.136892Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000160653000421007 seconds: Qtff8-0-[0m
[32m[2024-05-28T07:09:47.137116Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Qtff8-\d+-): ok[0m
[2024-05-28T07:09:47.137273Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:09:47.137372Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rpm -q buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:09:47.137464Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:09:47.137567Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, buffer_size=undef, record_output=undef, expect_not_found=0, regexp="# ", timeout=90)
[2024-05-28T07:09:47.137872Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="dZSQmuMr", cmd="backend_wait_serial", pattern=[
    "# "
  ], regexp="# ", expect_not_found=0, record_output=undef, quiet=undef, no_regex=1, timeout=90)
[33m[2024-05-28T07:09:47.137931Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000144903000546037 seconds: # [0m
[32m[2024-05-28T07:09:47.138160Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:47.138400Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rpm -q buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun", json_cmd_token="pylRfyVX")
[2024-05-28T07:09:47.138715Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo f8cTm-\$?-", cmd="backend_type_string", json_cmd_token="CxGlSkJM")
[2024-05-28T07:09:47.138879Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:09:47.139009Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="rpm -q buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun; echo f8cTm-\$?-", expect_not_found=0, timeout=90, quiet=undef, no_regex=1, record_output=undef, buffer_size=259)
[2024-05-28T07:09:47.139344Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="cNPbQBIv", buffer_size=259, expect_not_found=0, regexp="rpm -q buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun; echo f8cTm-\$?-", pattern=[
    "rpm -q buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun; echo f8cTm-\$?-"
  ], cmd="backend_wait_serial", no_regex=1, quiet=undef, record_output=undef, timeout=90)
[33m[2024-05-28T07:09:47.139428Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000175383000168949 seconds: rpm -q buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun; echo f8cTm-$?-[0m
[32m[2024-05-28T07:09:47.139656Z] [debug] [pid:80781] >>> testapi::wait_serial: rpm -q buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun; echo f8cTm-$?-: ok[0m
[2024-05-28T07:09:47.139887Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="vjzmoBvp", text="\n", cmd="backend_type_string")
[2024-05-28T07:09:47.140071Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:249 called testapi::script_run
[2024-05-28T07:09:47.140184Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=30, regexp=qr/f8cTm-\d+-/u, expect_not_found=0)
[2024-05-28T07:09:47.140492Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="FAeawdMm", buffer_size=undef, expect_not_found=0, regexp="(?^u:f8cTm-\\d+-)", pattern="(?^u:f8cTm-\\d+-)", cmd="backend_wait_serial", no_regex=0, quiet=undef, record_output=undef, timeout=30)
[33m[2024-05-28T07:09:47.177439Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 31 loops & 0.0369971749987599 seconds: f8cTm-14-[0m
[32m[2024-05-28T07:09:47.177836Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:f8cTm-\d+-): ok[0m
[2024-05-28T07:09:47.178048Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:09:47.178167Z] [debug] [pid:80781] <<< testapi::script_run(cmd="zypper -n in buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun | cat; ( exit \${PIPESTATUS[0]} )", die_on_timeout=1, timeout=700, output="", quiet=undef)
[2024-05-28T07:09:47.178270Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:09:47.178393Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, buffer_size=undef, record_output=undef, regexp="# ", expect_not_found=0, timeout=90)
[2024-05-28T07:09:47.178871Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="LIFcSPkh", buffer_size=undef, expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ])
[33m[2024-05-28T07:09:47.178966Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216893000470009 seconds: # [0m
[32m[2024-05-28T07:09:47.179299Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:09:47.179677Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="jHwydhzB", text="zypper -n in buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun | cat; ( exit \${PIPESTATUS[0]} )", cmd="backend_type_string")
[2024-05-28T07:09:47.180231Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo gfaOw-\$?-", json_cmd_token="RvVWiSkM")
[2024-05-28T07:09:47.180529Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:09:47.180684Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=298, regexp="zypper -n in buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun | cat; ( exit \${PIPESTATUS[0]} ); echo gfaOw-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:09:47.181224Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, regexp="zypper -n in buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun | cat; ( exit \${PIPESTATUS[0]} ); echo gfaOw-\$?-", expect_not_found=0, pattern=[
    "zypper -n in buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun | cat; ( exit \${PIPESTATUS[0]} ); echo gfaOw-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="QvsmUUTk", buffer_size=298)
[33m[2024-05-28T07:09:47.181351Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000263433999862173 seconds: zypper -n in buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun | cat; ( exit ${PIPESTATUS[0]} ); echo gfaOw-$?-[0m
[32m[2024-05-28T07:09:47.181703Z] [debug] [pid:80781] >>> testapi::wait_serial: zypper -n in buildah docker git-core glibc-devel-static go jq libgpgme-devel libseccomp-devel make openssl podman runc selinux-tools crun | cat; ( exit ${PIPESTATUS[0]} ); echo gfaOw-$?-: ok[0m
[2024-05-28T07:09:47.182111Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="QRbHNJzj")
[2024-05-28T07:09:47.182405Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:49 called containers::common::install_packages -> lib/containers/common.pm:254 called utils::zypper_call -> lib/utils.pm:597 called testapi::script_run
[2024-05-28T07:09:47.182544Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=700, regexp=qr/gfaOw-\d+-/u, expect_not_found=0, buffer_size=undef, record_output=undef, no_regex=0, quiet=undef)
[2024-05-28T07:09:47.183010Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=0, quiet=undef, record_output=undef, timeout=700, json_cmd_token="oAbQRdYX", buffer_size=undef, regexp="(?^u:gfaOw-\\d+-)", expect_not_found=0, pattern="(?^u:gfaOw-\\d+-)", cmd="backend_wait_serial")
[33m[2024-05-28T07:10:30.754903Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1254 loops & 43.5719282159989 seconds: gfaOw-0-[0m
[32m[2024-05-28T07:10:30.755621Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:gfaOw-\d+-): ok[0m
[2024-05-28T07:10:30.755884Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T07:10:30.756030Z] [debug] [pid:80781] <<< testapi::script_run(cmd="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf", output="", timeout=30, die_on_timeout=1, quiet=undef)
[2024-05-28T07:10:30.756151Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T07:10:30.756294Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="# ", expect_not_found=0, timeout=90, quiet=undef, no_regex=1, buffer_size=undef, record_output=undef)
[2024-05-28T07:10:30.756862Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=undef, json_cmd_token="smGMvyBD", pattern=[
    "# "
  ], cmd="backend_wait_serial", regexp="# ", expect_not_found=0)
[33m[2024-05-28T07:10:30.756972Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000266274000750855 seconds: # [0m
[32m[2024-05-28T07:10:30.757284Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:30.757733Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf", cmd="backend_type_string", json_cmd_token="UKcQuoVf")
[2024-05-28T07:10:30.758169Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="vCZoTzHP", text="; echo S3cp1-\$?-", cmd="backend_type_string")
[2024-05-28T07:10:30.758378Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T07:10:30.758529Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=188, record_output=undef, quiet=undef, no_regex=1, timeout=90, regexp="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-", expect_not_found=0)
[2024-05-28T07:10:30.758915Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-"
  ], expect_not_found=0, regexp="test -f /etc/systemd/system/user\@.service.d/60-delegate.conf; echo S3cp1-\$?-", buffer_size=188, json_cmd_token="xJzKBPLK", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:10:30.760695Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0018797299999278 seconds: test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-[0m
[32m[2024-05-28T07:10:30.761070Z] [debug] [pid:80781] >>> testapi::wait_serial: test -f /etc/systemd/system/user@.service.d/60-delegate.conf; echo S3cp1-$?-: ok[0m
[2024-05-28T07:10:30.761427Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="RtUNNhZl", text="\n", cmd="backend_type_string")
[2024-05-28T07:10:30.761656Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:65 called testapi::script_run
[2024-05-28T07:10:30.761803Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/S3cp1-\d+-/u, timeout=30, no_regex=0, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:30.762196Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="IVmUDcPy", buffer_size=undef, expect_not_found=0, regexp="(?^u:S3cp1-\\d+-)", pattern="(?^u:S3cp1-\\d+-)", cmd="backend_wait_serial", no_regex=0, quiet=undef, record_output=undef, timeout=30)
[33m[2024-05-28T07:10:30.762735Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000666769999952521 seconds: S3cp1-1-[0m
[32m[2024-05-28T07:10:30.763011Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:S3cp1-\d+-): ok[0m
[2024-05-28T07:10:30.763133Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T07:10:30.763246Z] [debug] [pid:80781] <<< testapi::script_run(cmd="mkdir /etc/systemd/system/user\@.service.d/", timeout=30, output="", die_on_timeout=1, quiet=undef)
[2024-05-28T07:10:30.763347Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T07:10:30.763478Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=1, quiet=undef, timeout=90, regexp="# ", expect_not_found=0)
[2024-05-28T07:10:30.763841Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="JJZmhbTa", pattern=[
    "# "
  ], cmd="backend_wait_serial", regexp="# ", expect_not_found=0, record_output=undef, no_regex=1, quiet=undef, timeout=90)
[33m[2024-05-28T07:10:30.763928Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201132999791298 seconds: # [0m
[32m[2024-05-28T07:10:30.764186Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:30.764447Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="UBwZTooB", cmd="backend_type_string", text="mkdir /etc/systemd/system/user\@.service.d/")
[2024-05-28T07:10:30.764792Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="qPDHYaMr", cmd="backend_type_string", text="; echo gi~ty-\$?-")
[2024-05-28T07:10:30.764970Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T07:10:30.765095Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-", expect_not_found=0, record_output=undef, buffer_size=170, no_regex=1, quiet=undef)
[2024-05-28T07:10:30.765454Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="mkdir /etc/systemd/system/user\@.service.d/; echo gi~ty-\$?-", buffer_size=170, json_cmd_token="FDbhoUhv")
[33m[2024-05-28T07:10:30.765775Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000431466998634278 seconds: mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-[0m
[32m[2024-05-28T07:10:30.766011Z] [debug] [pid:80781] >>> testapi::wait_serial: mkdir /etc/systemd/system/user@.service.d/; echo gi~ty-$?-: ok[0m
[2024-05-28T07:10:30.766236Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="XGfizJYB", cmd="backend_type_string", text="\n")
[2024-05-28T07:10:30.766423Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:68 called testapi::script_run
[2024-05-28T07:10:30.766549Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=30, regexp=qr/gi~ty-\d+-/u, expect_not_found=0, record_output=undef, buffer_size=undef, quiet=undef, no_regex=0)
[2024-05-28T07:10:30.766840Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="juvmNBRg", pattern="(?^u:gi~ty-\\d+-)", cmd="backend_wait_serial", regexp="(?^u:gi~ty-\\d+-)", expect_not_found=0, record_output=undef, no_regex=0, quiet=undef, timeout=30)
[33m[2024-05-28T07:10:30.768546Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00177813799928117 seconds: gi~ty-0-[0m
[32m[2024-05-28T07:10:30.768778Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:gi~ty-\d+-): ok[0m
[2024-05-28T07:10:30.768878Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:30.768966Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:10:30.769051Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:30.769160Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=undef, regexp="# ", expect_not_found=0, timeout=90)
[2024-05-28T07:10:30.769457Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "# "
  ], expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="PzWkYwma")
[33m[2024-05-28T07:10:30.769529Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158872000611154 seconds: # [0m
[32m[2024-05-28T07:10:30.769741Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:30.769965Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf", cmd="backend_type_string", json_cmd_token="kPiNTOjH")
[2024-05-28T07:10:30.770273Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo SRlql-\$?-", cmd="backend_type_string", json_cmd_token="KTsTTrvz")
[2024-05-28T07:10:30.770446Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:30.770598Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=238, record_output=undef, quiet=undef, no_regex=1, timeout=90, regexp="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-", expect_not_found=0)
[2024-05-28T07:10:30.770905Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="FXrFUkwm", buffer_size=238, expect_not_found=0, regexp="echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-", pattern=[
    "echo -e \"[Service]\\nDelegate=cpu cpuset io memory pids\" > /etc/systemd/system/user\@.service.d/60-delegate.conf; echo SRlql-\$?-"
  ], cmd="backend_wait_serial", no_regex=1, quiet=undef, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:30.770991Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000176192999788327 seconds: echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-[0m
[32m[2024-05-28T07:10:30.771219Z] [debug] [pid:80781] >>> testapi::wait_serial: echo -e "[Service]\nDelegate=cpu cpuset io memory pids" > /etc/systemd/system/user@.service.d/60-delegate.conf; echo SRlql-$?-: ok[0m
[2024-05-28T07:10:30.771438Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="QOFtTtPJ", cmd="backend_type_string", text="\n")
[2024-05-28T07:10:30.771620Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:30.771780Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp=qr/SRlql-\d+-/u, timeout=90)
[2024-05-28T07:10:30.772213Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=0, record_output=undef, timeout=90, json_cmd_token="fNoWAlJl", buffer_size=undef, expect_not_found=0, regexp="(?^u:SRlql-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:SRlql-\\d+-)")
[33m[2024-05-28T07:10:30.772315Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216382999497 seconds: SRlql-0-[0m
[32m[2024-05-28T07:10:30.772580Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:SRlql-\d+-): ok[0m
[2024-05-28T07:10:30.772713Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:10:30.772805Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="systemctl --no-pager daemon-reload", quiet=undef, timeout=90, fail_message="")
[2024-05-28T07:10:30.772891Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:10:30.772988Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp="# ", timeout=90)
[2024-05-28T07:10:30.773328Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="WQCLCTDV", cmd="backend_wait_serial", pattern=[
    "# "
  ], expect_not_found=0, regexp="# ", record_output=undef, quiet=undef, no_regex=1, timeout=90)
[33m[2024-05-28T07:10:30.773387Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000149761999637121 seconds: # [0m
[32m[2024-05-28T07:10:30.773618Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:30.773915Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="GXwUSBBd", cmd="backend_type_string", text="systemctl --no-pager daemon-reload")
[2024-05-28T07:10:30.774371Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo hOyxE-\$?-", cmd="backend_type_string", json_cmd_token="vatAFXBQ")
[2024-05-28T07:10:30.774586Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:10:30.774709Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="systemctl --no-pager daemon-reload; echo hOyxE-\$?-", buffer_size=162, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:30.775034Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="systemctl --no-pager daemon-reload; echo hOyxE-\$?-", expect_not_found=0, pattern=[
    "systemctl --no-pager daemon-reload; echo hOyxE-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="aMVSXFhg", buffer_size=162, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:10:30.775108Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159811999765225 seconds: systemctl --no-pager daemon-reload; echo hOyxE-$?-[0m
[32m[2024-05-28T07:10:30.775332Z] [debug] [pid:80781] >>> testapi::wait_serial: systemctl --no-pager daemon-reload; echo hOyxE-$?-: ok[0m
[2024-05-28T07:10:30.775571Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="TZgNZtyr")
[2024-05-28T07:10:30.775781Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:51 called containers::bats::delegate_controllers -> lib/containers/bats.pm:70 called Utils::Systemd::systemctl -> lib/Utils/Systemd.pm:70 called testapi::assert_script_run
[2024-05-28T07:10:30.775897Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp=qr/hOyxE-\d+-/u, expect_not_found=0, timeout=90, no_regex=0, quiet=undef, buffer_size=undef, record_output=undef)
[2024-05-28T07:10:30.776217Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=0, record_output=undef, timeout=90, json_cmd_token="btCMUsqs", buffer_size=undef, expect_not_found=0, regexp="(?^u:hOyxE-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:hOyxE-\\d+-)")
[33m[2024-05-28T07:10:31.100703Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.324457990998781 seconds: hOyxE-0-[0m
[32m[2024-05-28T07:10:31.101415Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:hOyxE-\d+-): ok[0m
[2024-05-28T07:10:31.101641Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:53 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T07:10:31.101784Z] [debug] [pid:80781] <<< testapi::script_run(cmd="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:10:31.101906Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:53 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T07:10:31.102033Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="# ", timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:31.102754Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="afpapBdV", pattern=[
    "# "
  ], cmd="backend_wait_serial", regexp="# ", expect_not_found=0, record_output=undef, no_regex=1, quiet=undef, timeout=90)
[33m[2024-05-28T07:10:31.102891Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000396526000258746 seconds: # [0m
[32m[2024-05-28T07:10:31.103292Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:31.103656Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="tJZcBHoI", cmd="backend_type_string", text="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf")
[2024-05-28T07:10:31.104163Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="gxCmeRJY", cmd="backend_type_string", text="; echo WYFRk-\$?-")
[2024-05-28T07:10:31.104645Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:53 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T07:10:31.104839Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-", buffer_size=203, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.105261Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="xiUeeKiR", buffer_size=203, regexp="test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-\$?-"
  ])
[33m[2024-05-28T07:10:31.105374Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226772999667446 seconds: test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-[0m
[32m[2024-05-28T07:10:31.105666Z] [debug] [pid:80781] >>> testapi::wait_serial: test -f /etc/containers/mounts.conf -o -f /usr/share/containers/mounts.conf; echo WYFRk-$?-: ok[0m
[2024-05-28T07:10:31.105958Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="GmzopfNG")
[2024-05-28T07:10:31.106183Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:53 called containers::bats::remove_mounts_conf -> lib/containers/bats.pm:40 called testapi::script_run
[2024-05-28T07:10:31.106320Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, quiet=undef, no_regex=0, timeout=30, regexp=qr/WYFRk-\d+-/u, expect_not_found=0)
[2024-05-28T07:10:31.106689Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, no_regex=0, quiet=undef, record_output=undef, expect_not_found=0, regexp="(?^u:WYFRk-\\d+-)", pattern="(?^u:WYFRk-\\d+-)", cmd="backend_wait_serial", json_cmd_token="ONlqCxIt", buffer_size=undef)
[33m[2024-05-28T07:10:31.106794Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205442998776562 seconds: WYFRk-1-[0m
[32m[2024-05-28T07:10:31.107032Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:WYFRk-\d+-): ok[0m
[2024-05-28T07:10:31.107148Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T07:10:31.107247Z] [debug] [pid:80781] <<< testapi::script_run(cmd="ls /sys/fs/cgroup/cgroup.controllers", output="", timeout=30, die_on_timeout=1, quiet=undef)
[2024-05-28T07:10:31.107332Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T07:10:31.107431Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="# ", timeout=90, quiet=undef, no_regex=1, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:31.107760Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="hDOPSFOf", buffer_size=undef, expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ])
[33m[2024-05-28T07:10:31.107823Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000155261999680079 seconds: # [0m
[32m[2024-05-28T07:10:31.108056Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:31.108296Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="GcnUlhQr", cmd="backend_type_string", text="ls /sys/fs/cgroup/cgroup.controllers")
[2024-05-28T07:10:31.108693Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo kjwUb-\$?-", cmd="backend_type_string", json_cmd_token="eGrXXbFc")
[2024-05-28T07:10:31.108878Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T07:10:31.108993Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=164, record_output=undef, regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:10:31.109368Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="grVZXbCi", buffer_size=164, expect_not_found=0, regexp="ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-", cmd="backend_wait_serial", pattern=[
    "ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-\$?-"
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:31.109472Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000224834000619012 seconds: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-[0m
[32m[2024-05-28T07:10:31.109702Z] [debug] [pid:80781] >>> testapi::wait_serial: ls /sys/fs/cgroup/cgroup.controllers; echo kjwUb-$?-: ok[0m
[2024-05-28T07:10:31.109959Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="fflnGpYd")
[2024-05-28T07:10:31.110134Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:55 called containers::common::switch_cgroup_version -> lib/containers/common.pm:228 called testapi::script_run
[2024-05-28T07:10:31.110245Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=30, regexp=qr/kjwUb-\d+-/u, expect_not_found=0, record_output=undef, buffer_size=undef, no_regex=0, quiet=undef)
[2024-05-28T07:10:31.110581Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:kjwUb-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:kjwUb-\\d+-)", buffer_size=undef, json_cmd_token="QozViSSo")
[33m[2024-05-28T07:10:31.111579Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00109112700010883 seconds: kjwUb-0-[0m
[32m[2024-05-28T07:10:31.111823Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:kjwUb-\d+-): ok[0m
[2024-05-28T07:10:31.112022Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.112174Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, quiet=undef, no_regex=1, timeout=90, regexp="# ", expect_not_found=0)
[2024-05-28T07:10:31.112596Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="vlvFWfBY", buffer_size=undef, expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ])
[33m[2024-05-28T07:10:31.112704Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000253164000241668 seconds: # [0m
[32m[2024-05-28T07:10:31.113062Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:31.113152Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.113217Z] [debug] [pid:80781] <<< distribution::script_output("Content of /tmp/script5t9Wd.sh :\n \"cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-\" \n")
[2024-05-28T07:10:31.113510Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="CNGNqxfI", cmd="backend_type_string", text="cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-\n")
[2024-05-28T07:10:31.113715Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.113855Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, record_output=undef, buffer_size=undef, regexp="cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:10:31.114232Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=1, quiet=undef, record_output=undef, timeout=90, json_cmd_token="iCNZCzmz", buffer_size=undef, regexp="cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-", expect_not_found=0, pattern=[
    "cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-\$?-"
  ], cmd="backend_wait_serial")
[33m[2024-05-28T07:10:31.114328Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000210963999052183 seconds: cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-$?-[0m
[32m[2024-05-28T07:10:31.114594Z] [debug] [pid:80781] >>> testapi::wait_serial: cat > /tmp/script5t9Wd.sh << 'EOT_5t9Wd'; echo 5t9Wd-$?-: ok[0m
[2024-05-28T07:10:31.114692Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.114819Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, quiet=undef, no_regex=1, timeout=90, regexp="> ", expect_not_found=0)
[2024-05-28T07:10:31.115183Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "> "
  ], regexp="> ", expect_not_found=0, buffer_size=undef, json_cmd_token="emzQREPR", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:10:31.115260Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000188592999620596 seconds: > [0m
[32m[2024-05-28T07:10:31.115520Z] [debug] [pid:80781] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:10:31.115788Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="buildah --version\nEOT_5t9Wd\n", cmd="backend_type_string", json_cmd_token="mDIHAhDI")
[2024-05-28T07:10:31.115975Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.116126Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, no_regex=1, quiet=undef, timeout=90, expect_not_found=0, regexp="> EOT_5t9Wd")
[2024-05-28T07:10:31.116484Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, expect_not_found=0, regexp="> EOT_5t9Wd", cmd="backend_wait_serial", pattern=[
    "> EOT_5t9Wd"
  ], json_cmd_token="eKqTgiET", buffer_size=undef)
[33m[2024-05-28T07:10:31.116577Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201533001018106 seconds: > EOT_5t9Wd[0m
[32m[2024-05-28T07:10:31.116938Z] [debug] [pid:80781] >>> testapi::wait_serial: > EOT_5t9Wd: ok[0m
[2024-05-28T07:10:31.117038Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.117167Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, quiet=undef, no_regex=0, timeout=90, expect_not_found=0, regexp="5t9Wd-0-")
[2024-05-28T07:10:31.117524Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=0, cmd="backend_wait_serial", pattern="5t9Wd-0-", expect_not_found=0, regexp="5t9Wd-0-", buffer_size=undef, json_cmd_token="eOpMJVCa")
[33m[2024-05-28T07:10:31.117916Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000501688000440481 seconds: 5t9Wd-0-[0m
[32m[2024-05-28T07:10:31.118142Z] [debug] [pid:80781] >>> testapi::wait_serial: 5t9Wd-0-: ok[0m
[2024-05-28T07:10:31.118228Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.118334Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="# ", timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:31.118640Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="PaIuLcCy", timeout=90, record_output=undef, no_regex=1, quiet=undef)
[33m[2024-05-28T07:10:31.118716Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164932000188855 seconds: # [0m
[32m[2024-05-28T07:10:31.118936Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:31.119303Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-\n", cmd="backend_type_string", json_cmd_token="FKwFiKwn")
[2024-05-28T07:10:31.119596Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.119765Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-", record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.120121Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-\$?-"
  ], json_cmd_token="grsTwmai", buffer_size=undef, timeout=90, quiet=undef, no_regex=1, record_output=undef)
[33m[2024-05-28T07:10:31.120206Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000185913000677829 seconds: echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-$?-[0m
[32m[2024-05-28T07:10:31.120477Z] [debug] [pid:80781] >>> testapi::wait_serial: echo 5t9Wd; bash -oe pipefail /tmp/script5t9Wd.sh ; echo SCRIPT_FINISHED5t9Wd-$?-: ok[0m
[2024-05-28T07:10:31.120580Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::script_output
[2024-05-28T07:10:31.120713Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=1, quiet=undef, no_regex=0, timeout=90, regexp="SCRIPT_FINISHED5t9Wd-\\d+-", expect_not_found=0)
[2024-05-28T07:10:31.121023Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="SCRIPT_FINISHED5t9Wd-\\d+-", pattern="SCRIPT_FINISHED5t9Wd-\\d+-", cmd="backend_wait_serial", json_cmd_token="ncpowjUl", buffer_size=undef, timeout=90, no_regex=0, quiet=undef, record_output=1)
[33m[2024-05-28T07:10:31.156896Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0358439669998916 seconds: SCRIPT_FINISHED5t9Wd-0-[0m
[32m[2024-05-28T07:10:31.157821Z] [debug] [pid:80781] >>> testapi::wait_serial: SCRIPT_FINISHED5t9Wd-\d+-: ok[0m
[2024-05-28T07:10:31.158073Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:57 called testapi::record_info
[2024-05-28T07:10:31.158224Z] [debug] [pid:80781] <<< testapi::record_info(title="buildah version", output="buildah version 1.36.0 (image-spec 1.1.0, runtime-spec 1.2.0)", result="ok")
[2024-05-28T07:10:31.158546Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.158734Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="# ", buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.159490Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "# "
  ], regexp="# ", expect_not_found=0, buffer_size=undef, json_cmd_token="QUFlauwh")
[33m[2024-05-28T07:10:31.159626Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000345586000548792 seconds: # [0m
[32m[2024-05-28T07:10:31.160087Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:31.160213Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.160303Z] [debug] [pid:80781] <<< distribution::script_output("Content of /tmp/scriptOR4g~.sh :\n \"cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-\" \n")
[2024-05-28T07:10:31.160731Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-\n", json_cmd_token="EaMMosPU")
[2024-05-28T07:10:31.161080Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.161290Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-", expect_not_found=0, timeout=90, quiet=undef, no_regex=1, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:31.161848Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="GcZLOGTs", buffer_size=undef, expect_not_found=0, regexp="cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-", pattern=[
    "cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-\$?-"
  ], cmd="backend_wait_serial", no_regex=1, quiet=undef, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:31.161974Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000282953998976154 seconds: cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-$?-[0m
[32m[2024-05-28T07:10:31.162411Z] [debug] [pid:80781] >>> testapi::wait_serial: cat > /tmp/scriptOR4g~.sh << 'EOT_OR4g~'; echo OR4g~-$?-: ok[0m
[2024-05-28T07:10:31.162558Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.162742Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp="> ", timeout=90)
[2024-05-28T07:10:31.163261Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="emYrzwdq", buffer_size=undef, regexp="> ", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "> "
  ])
[33m[2024-05-28T07:10:31.163357Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000245753999479348 seconds: > [0m
[32m[2024-05-28T07:10:31.163780Z] [debug] [pid:80781] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:10:31.164203Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="cPtdjhDQ", cmd="backend_type_string", text="buildah info\nEOT_OR4g~\n")
[2024-05-28T07:10:31.164619Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.164839Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="> EOT_OR4g~", expect_not_found=0, timeout=90, no_regex=1, quiet=undef, buffer_size=undef, record_output=undef)
[2024-05-28T07:10:31.165448Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=undef, json_cmd_token="lpubjlav", pattern=[
    "> EOT_OR4g~"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="> EOT_OR4g~")
[33m[2024-05-28T07:10:31.165574Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281804001133423 seconds: > EOT_OR4g~[0m
[32m[2024-05-28T07:10:31.166101Z] [debug] [pid:80781] >>> testapi::wait_serial: > EOT_OR4g~: ok[0m
[2024-05-28T07:10:31.166277Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.166498Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=90, expect_not_found=0, regexp="OR4g~-0-")
[2024-05-28T07:10:31.167013Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, quiet=undef, timeout=90, buffer_size=undef, json_cmd_token="VXGsxrho", pattern="OR4g~-0-", cmd="backend_wait_serial", expect_not_found=0, regexp="OR4g~-0-")
[33m[2024-05-28T07:10:31.167519Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00056997899991984 seconds: OR4g~-0-[0m
[32m[2024-05-28T07:10:31.167836Z] [debug] [pid:80781] >>> testapi::wait_serial: OR4g~-0-: ok[0m
[2024-05-28T07:10:31.167948Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.168097Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.168547Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=1, quiet=undef, record_output=undef, timeout=90, json_cmd_token="LwuzgkrR", buffer_size=undef, regexp="# ", expect_not_found=0, pattern=[
    "# "
  ], cmd="backend_wait_serial")
[33m[2024-05-28T07:10:31.168655Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000231913998504751 seconds: # [0m
[32m[2024-05-28T07:10:31.168938Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:31.169247Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-\n", cmd="backend_type_string", json_cmd_token="JFdfqgRO")
[2024-05-28T07:10:31.169608Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.169806Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp="echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-", timeout=90)
[2024-05-28T07:10:31.170237Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-"
  ], regexp="echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-\$?-", expect_not_found=0, buffer_size=undef, json_cmd_token="CMmtjVIL")
[33m[2024-05-28T07:10:31.170316Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180903000000399 seconds: echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-$?-[0m
[32m[2024-05-28T07:10:31.170615Z] [debug] [pid:80781] >>> testapi::wait_serial: echo OR4g~; bash -oe pipefail /tmp/scriptOR4g~.sh ; echo SCRIPT_FINISHEDOR4g~-$?-: ok[0m
[2024-05-28T07:10:31.170739Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::script_output
[2024-05-28T07:10:31.170925Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="SCRIPT_FINISHEDOR4g~-\\d+-", expect_not_found=0, timeout=90, no_regex=0, quiet=undef, record_output=1, buffer_size=undef)
[2024-05-28T07:10:31.171287Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="DRJTbOxy", cmd="backend_wait_serial", pattern="SCRIPT_FINISHEDOR4g~-\\d+-", regexp="SCRIPT_FINISHEDOR4g~-\\d+-", expect_not_found=0, record_output=1, quiet=undef, no_regex=0, timeout=90)
[33m[2024-05-28T07:10:31.469920Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 90 loops & 0.298654212998372 seconds: SCRIPT_FINISHEDOR4g~-0-[0m
[32m[2024-05-28T07:10:31.470389Z] [debug] [pid:80781] >>> testapi::wait_serial: SCRIPT_FINISHEDOR4g~-\d+-: ok[0m
[2024-05-28T07:10:31.470615Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:58 called testapi::record_info
[2024-05-28T07:10:31.470788Z] [debug] [pid:80781] <<< testapi::record_info(title="buildah info", output="{\n    \"host\": {\n        \"CgroupVersion\": \"v2\",\n        \"Distribution\": {\n            \"distribution\": \"\\\"opensuse-tumbleweed\\\"\",\n            \"version\": \"20240527\"\n        },\n        \"MemFree\": 315367424,\n        \"MemTotal\": 2068508672,\n        \"OCIRuntime\": \"crun\",\n        \"SwapFree\": 2146922496,\n        \"SwapTotal\": 2148507648,\n        \"arch\": \"amd64\",\n        \"cpus\": 1,\n        \"hostname\": \"susetest\",\n        \"kernel\": \"6.9.1-1-default\",\n        \"os\": \"linux\",\n        \"rootless\": false,\n        \"uptime\": \"1m 2.05s\",\n        \"variant\": \"\"\n    },\n    \"store\": {\n        \"ContainerStore\": {\n            \"number\": 0\n        },\n        \"GraphDriverName\": \"overlay\",\n        \"GraphOptions\": [\n            \"overlay.mountopt=nodev,metacopy=on\"\n        ],\n        \"GraphRoot\": \"/var/lib/containers/storage\",\n        \"GraphStatus\": {\n            \"Backing Filesystem\": \"btrfs\",\n            \"Native Overlay Diff\": \"false\",\n            \"Supports d_type\": \"true\",\n            \"Supports shifting\": \"true\",\n            \"Supports volatile\": \"true\",\n            \"Using metacopy\": \"true\"\n        },\n        \"ImageStore\": {\n            \"number\": 0\n        },\n        \"RunRoot\": \"/run/containers/storage\"\n    }\n}", result="ok")
[2024-05-28T07:10:31.470978Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T07:10:31.471078Z] [debug] [pid:80781] <<< testapi::script_run(cmd="grep bernhard /etc/passwd", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:10:31.471176Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T07:10:31.471283Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, quiet=undef, no_regex=1, timeout=90, regexp="# ", expect_not_found=0)
[2024-05-28T07:10:31.471669Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="nKiiclgW", buffer_size=undef)
[33m[2024-05-28T07:10:31.471750Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000190692999240127 seconds: # [0m
[32m[2024-05-28T07:10:31.471999Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:10:31.472304Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="JuVMPOmj", text="grep bernhard /etc/passwd", cmd="backend_type_string")
[2024-05-28T07:10:31.472701Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo bup7F-\$?-", json_cmd_token="MaxpWPBR")
[2024-05-28T07:10:31.472897Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T07:10:31.473022Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, buffer_size=153, record_output=undef, expect_not_found=0, regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", timeout=90)
[2024-05-28T07:10:31.473375Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, regexp="grep bernhard /etc/passwd; echo bup7F-\$?-", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "grep bernhard /etc/passwd; echo bup7F-\$?-"
  ], json_cmd_token="KkjUtQHk", buffer_size=153)
[33m[2024-05-28T07:10:31.473454Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170742001500912 seconds: grep bernhard /etc/passwd; echo bup7F-$?-[0m
[32m[2024-05-28T07:10:31.473690Z] [debug] [pid:80781] >>> testapi::wait_serial: grep bernhard /etc/passwd; echo bup7F-$?-: ok[0m
[2024-05-28T07:10:31.473943Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="nwjJEHjb")
[2024-05-28T07:10:31.474154Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:51 called testapi::script_run
[2024-05-28T07:10:31.474269Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, buffer_size=undef, record_output=undef, expect_not_found=0, regexp=qr/bup7F-\d+-/u, timeout=30)
[2024-05-28T07:10:31.474606Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="(?^u:bup7F-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:bup7F-\\d+-)", json_cmd_token="cKFfMJQt", buffer_size=undef, timeout=30, quiet=undef, no_regex=0, record_output=undef)
[33m[2024-05-28T07:10:31.477611Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0030835190009384 seconds: bup7F-0-[0m
[32m[2024-05-28T07:10:31.477946Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:bup7F-\d+-): ok[0m
[2024-05-28T07:10:31.478222Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:10:31.478329Z] [debug] [pid:80781] <<< testapi::select_console(testapi_console="user-virtio-terminal")
[2024-05-28T07:10:31.478888Z] [debug] [pid:80971] <<< consoles::virtio_terminal::open_pipe(pipe_prefix="/var/lib/openqa/pool/21/virtio_console_user")
[33m[2024-05-28T07:10:31.479224Z] [info] [pid:80971] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[33m[2024-05-28T07:10:31.479347Z] [info] [pid:80971] ::: consoles::virtio_terminal::open_pipe: Set PIPE_SZ from 65536 to 1048576[0m
[37m[2024-05-28T07:10:31.479603Z] [debug] [pid:80781] activate_console, console: user-virtio-terminal, type: virtio-terminal[0m
[2024-05-28T07:10:31.479701Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:162 called bmwqemu::log_call
[2024-05-28T07:10:31.479730Z] [debug] [pid:80781] <<< serial_terminal::login()
[2024-05-28T07:10:31.479811Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:167 called testapi::wait_serial
[2024-05-28T07:10:31.479942Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=1, buffer_size=undef, record_output=undef, regexp=qr/login:\s*$/ui, expect_not_found=0, timeout=3)
[2024-05-28T07:10:31.480360Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="(?^ui:login:\\s*\$)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^ui:login:\\s*\$)", json_cmd_token="pAPLIhoI", buffer_size=undef, timeout=3, quiet=1, no_regex=0, record_output=undef)
[33m[2024-05-28T07:10:31.480480Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00020773300093424 seconds: login: [0m
[32m[2024-05-28T07:10:31.481135Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T07:10:31.481255Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:170 called testapi::send_key
[2024-05-28T07:10:31.481326Z] [debug] [pid:80781] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:10:31.481665Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(key="ret", text="\n", cmd="backend_send_key", json_cmd_token="uFlASsVy")
[2024-05-28T07:10:31.481919Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:171 called testapi::wait_serial
[2024-05-28T07:10:31.482088Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp=qr/login:\s*$/ui, timeout=90)
[2024-05-28T07:10:31.482554Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=0, record_output=undef, timeout=90, json_cmd_token="UPcFpWuB", buffer_size=undef, expect_not_found=0, regexp="(?^ui:login:\\s*\$)", cmd="backend_wait_serial", pattern="(?^ui:login:\\s*\$)")
[33m[2024-05-28T07:10:31.482676Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233373999435571 seconds: login: [0m
[32m[2024-05-28T07:10:31.483015Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:login:\s*$): ok[0m
[2024-05-28T07:10:31.483367Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="bzXFdoII", lf=1, text="bernhard\n", cmd="backend_type_string")
[2024-05-28T07:10:31.483629Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:175 called testapi::wait_serial
[2024-05-28T07:10:31.483769Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=3, expect_not_found=0, regexp=qr/bernhard/ui, buffer_size=undef, record_output=undef, no_regex=0, quiet=undef)
[2024-05-28T07:10:31.484305Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="KQtEzxVf", buffer_size=undef, regexp="(?^ui:bernhard)", expect_not_found=0, pattern="(?^ui:bernhard)", cmd="backend_wait_serial", no_regex=0, quiet=undef, record_output=undef, timeout=3)
[33m[2024-05-28T07:10:31.484422Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000226554000619217 seconds: bernhard[0m
[32m[2024-05-28T07:10:31.484782Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:bernhard): ok[0m
[2024-05-28T07:10:31.484910Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:182 called testapi::wait_serial
[2024-05-28T07:10:31.485046Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp=qr/Password:\s*$/ui, expect_not_found=0, timeout=30, quiet=undef, no_regex=0, buffer_size=undef, record_output=undef)
[2024-05-28T07:10:31.485473Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="(?^ui:Password:\\s*\$)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^ui:Password:\\s*\$)", json_cmd_token="fMxjcgdP", buffer_size=undef, timeout=30, quiet=undef, no_regex=0, record_output=undef)
[33m[2024-05-28T07:10:31.498761Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.0133850020010868 seconds: Password: [0m
[32m[2024-05-28T07:10:31.499067Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ui:Password:\s*$): ok[0m
[2024-05-28T07:10:31.499433Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(max_interval=100, json_cmd_token="ZwmZACCK", cmd="backend_type_string", secret=1, text="[masked]")
[2024-05-28T07:10:31.499669Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:184 called testapi::send_key
[2024-05-28T07:10:31.499752Z] [debug] [pid:80781] <<< testapi::send_key(key="ret", wait_screen_change=0)
[2024-05-28T07:10:31.500043Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", key="ret", cmd="backend_send_key", json_cmd_token="eRfNzVSo")
[2024-05-28T07:10:31.500252Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:186 called testapi::wait_serial
[2024-05-28T07:10:31.500377Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=90, expect_not_found=0, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux)
[2024-05-28T07:10:31.500713Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="AYJqZzLL", buffer_size=undef, expect_not_found=0, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", cmd="backend_wait_serial", pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", quiet=undef, no_regex=0, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:31.905476Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.404733780000242 seconds: susetest:~> [0m
[32m[2024-05-28T07:10:31.906225Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T07:10:31.906959Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="export TERM=dumb; stty cols 2048; exec \$SHELL\n", json_cmd_token="WrniqAjt", lf=1)
[2024-05-28T07:10:31.907480Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:190 called testapi::wait_serial
[2024-05-28T07:10:31.907706Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, record_output=undef, buffer_size=undef, regexp=qr/(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$/ux, expect_not_found=0, timeout=90)
[2024-05-28T07:10:31.908322Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=0, record_output=undef, timeout=90, json_cmd_token="AGfyLmyx", buffer_size=undef, regexp="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^ux:(?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\w+:~(\\s\\#|>) (?^ux:(\\e [\\(\\[] [\\d\\w]{1,2}))* \\s*\$)")
[33m[2024-05-28T07:10:31.950579Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0423163089999434 seconds: susetest:~> [0m
[32m[2024-05-28T07:10:31.951246Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^ux:(?^ux:(\e [\(\[] [\d\w]{1,2}))* \w+:~(\s\#|>) (?^ux:(\e [\(\[] [\d\w]{1,2}))* \s*$): ok[0m
[2024-05-28T07:10:31.952090Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="PS1=\"\$ \"\n", cmd="backend_type_string", json_cmd_token="CRgGQWdd", lf=1)
[2024-05-28T07:10:31.952714Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:191 called serial_terminal::set_serial_prompt -> lib/serial_terminal.pm:143 called testapi::wait_serial
[2024-05-28T07:10:31.952998Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=1, quiet=undef, timeout=90, regexp="PS1=\"\$ \"", expect_not_found=0)
[2024-05-28T07:10:31.953950Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=1, quiet=undef, record_output=undef, timeout=90, json_cmd_token="hbguVdSH", buffer_size=undef, regexp="PS1=\"\$ \"", expect_not_found=0, pattern=[
    "PS1=\"\$ \""
  ], cmd="backend_wait_serial")
[33m[2024-05-28T07:10:31.954142Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000419597001382499 seconds: PS1="$ "[0m
[32m[2024-05-28T07:10:31.954842Z] [debug] [pid:80781] >>> testapi::wait_serial: PS1="$ ": ok[0m
[2024-05-28T07:10:31.955070Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:10:31.955256Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="export TERM=dumb", fail_message="", timeout=90, quiet=undef)
[2024-05-28T07:10:31.955480Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:10:31.955718Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="\$ ", expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.956599Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="oeXBCCuz", cmd="backend_wait_serial", pattern=[
    "\$ "
  ], regexp="\$ ", expect_not_found=0, record_output=undef, quiet=undef, no_regex=1, timeout=90)
[33m[2024-05-28T07:10:31.956747Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000374985000235029 seconds: $ [0m
[32m[2024-05-28T07:10:31.957355Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:31.958119Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="export TERM=dumb", cmd="backend_type_string", json_cmd_token="aqJhQupZ")
[2024-05-28T07:10:31.959099Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo Gi8yV-\$?-", cmd="backend_type_string", json_cmd_token="JtaMlKiq")
[2024-05-28T07:10:31.959603Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:10:31.959857Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="export TERM=dumb; echo Gi8yV-\$?-", expect_not_found=0, buffer_size=144, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.960387Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=144, json_cmd_token="yvadKmPp", pattern=[
    "export TERM=dumb; echo Gi8yV-\$?-"
  ], cmd="backend_wait_serial", regexp="export TERM=dumb; echo Gi8yV-\$?-", expect_not_found=0)
[33m[2024-05-28T07:10:31.960487Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000227643000471289 seconds: export TERM=dumb; echo Gi8yV-$?-[0m
[32m[2024-05-28T07:10:31.960800Z] [debug] [pid:80781] >>> testapi::wait_serial: export TERM=dumb; echo Gi8yV-$?-: ok[0m
[2024-05-28T07:10:31.961150Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="JWKFDJko")
[2024-05-28T07:10:31.961427Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:193 called testapi::assert_script_run
[2024-05-28T07:10:31.961541Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, record_output=undef, buffer_size=undef, regexp=qr/Gi8yV-\d+-/u, expect_not_found=0, timeout=90)
[2024-05-28T07:10:31.961978Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=0, record_output=undef, expect_not_found=0, regexp="(?^u:Gi8yV-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:Gi8yV-\\d+-)", json_cmd_token="PEBucAYp", buffer_size=undef)
[33m[2024-05-28T07:10:31.962081Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204853000468574 seconds: Gi8yV-0-[0m
[32m[2024-05-28T07:10:31.962380Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Gi8yV-\d+-): ok[0m
[2024-05-28T07:10:31.962494Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:10:31.962590Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="echo Logged into \$(tty)", fail_message="", result_title="vconsole_login", timeout=30, quiet=undef)
[2024-05-28T07:10:31.962684Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:10:31.962778Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="\$ ", timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:31.963162Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="QYwXifyO", buffer_size=undef, expect_not_found=0, regexp="\$ ", cmd="backend_wait_serial", pattern=[
    "\$ "
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:31.963235Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000183432999619981 seconds: $ [0m
[32m[2024-05-28T07:10:31.963472Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:31.963735Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="ZjXOhgCy", text="echo Logged into \$(tty)", cmd="backend_type_string")
[2024-05-28T07:10:31.964095Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="hTrLXxpj", text="; echo 1XrKo-\$?-", cmd="backend_type_string")
[2024-05-28T07:10:31.964293Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:10:31.964404Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", buffer_size=151, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.964765Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=1, quiet=undef, record_output=undef, timeout=90, json_cmd_token="aQwGFfHA", buffer_size=151, regexp="echo Logged into \$(tty); echo 1XrKo-\$?-", expect_not_found=0, pattern=[
    "echo Logged into \$(tty); echo 1XrKo-\$?-"
  ], cmd="backend_wait_serial")
[33m[2024-05-28T07:10:31.964858Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000205922999157337 seconds: echo Logged into $(tty); echo 1XrKo-$?-[0m
[32m[2024-05-28T07:10:31.965088Z] [debug] [pid:80781] >>> testapi::wait_serial: echo Logged into $(tty); echo 1XrKo-$?-: ok[0m
[2024-05-28T07:10:31.965342Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="igTkqMNu", cmd="backend_type_string", text="\n")
[2024-05-28T07:10:31.965535Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:60 called containers::bats::switch_to_user -> lib/containers/bats.pm:60 called serial_terminal::select_user_serial_terminal -> lib/serial_terminal.pm:404 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console -> lib/susedistribution.pm:838 called serial_terminal::login -> lib/serial_terminal.pm:194 called testapi::assert_script_run
[2024-05-28T07:10:31.965652Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=30, regexp=qr/1XrKo-\d+-/u, expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:10:31.965986Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, record_output=undef, quiet=undef, no_regex=0, cmd="backend_wait_serial", pattern="(?^u:1XrKo-\\d+-)", expect_not_found=0, regexp="(?^u:1XrKo-\\d+-)", buffer_size=undef, json_cmd_token="TgWRFydV")
[33m[2024-05-28T07:10:31.966915Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00101615600033256 seconds: 1XrKo-0-[0m
[32m[2024-05-28T07:10:31.967163Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:1XrKo-\d+-): ok[0m
[2024-05-28T07:10:31.967309Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:63 called testapi::assert_script_run
[2024-05-28T07:10:31.967389Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cd /var/tmp", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:10:31.967466Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:63 called testapi::assert_script_run
[2024-05-28T07:10:31.967560Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=1, quiet=undef, timeout=90, expect_not_found=0, regexp="\$ ")
[2024-05-28T07:10:31.967874Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, expect_not_found=0, regexp="\$ ", cmd="backend_wait_serial", pattern=[
    "\$ "
  ], json_cmd_token="FERMuYDG", buffer_size=undef)
[33m[2024-05-28T07:10:31.967947Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159232000441989 seconds: $ [0m
[32m[2024-05-28T07:10:31.968178Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:31.968411Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="KvSNDUrn", text="cd /var/tmp", cmd="backend_type_string")
[2024-05-28T07:10:31.968705Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Pw7vm-\$?-", json_cmd_token="jKBEeWzG")
[2024-05-28T07:10:31.968855Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:63 called testapi::assert_script_run
[2024-05-28T07:10:31.968966Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="cd /var/tmp; echo Pw7vm-\$?-", record_output=undef, buffer_size=139, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.969355Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="cd /var/tmp; echo Pw7vm-\$?-", pattern=[
    "cd /var/tmp; echo Pw7vm-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="GwihUMoW", buffer_size=139, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:10:31.969428Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159843000801629 seconds: cd /var/tmp; echo Pw7vm-$?-[0m
[32m[2024-05-28T07:10:31.969648Z] [debug] [pid:80781] >>> testapi::wait_serial: cd /var/tmp; echo Pw7vm-$?-: ok[0m
[2024-05-28T07:10:31.969864Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="rgRkCeUF")
[2024-05-28T07:10:31.970022Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:63 called testapi::assert_script_run
[2024-05-28T07:10:31.970133Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, record_output=undef, buffer_size=undef, regexp=qr/Pw7vm-\d+-/u, expect_not_found=0, timeout=90)
[2024-05-28T07:10:31.970415Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:Pw7vm-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:Pw7vm-\\d+-)", buffer_size=undef, json_cmd_token="jjEHPrvr")
[33m[2024-05-28T07:10:31.970496Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000157703001605114 seconds: Pw7vm-0-[0m
[32m[2024-05-28T07:10:31.970712Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Pw7vm-\d+-): ok[0m
[2024-05-28T07:10:31.970839Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.970943Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, buffer_size=undef, record_output=undef, expect_not_found=0, regexp="\$ ", timeout=90)
[2024-05-28T07:10:31.971236Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, regexp="\$ ", expect_not_found=0, pattern=[
    "\$ "
  ], cmd="backend_wait_serial", json_cmd_token="YGHhpakP", buffer_size=undef)
[33m[2024-05-28T07:10:31.971295Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000148072000229149 seconds: $ [0m
[32m[2024-05-28T07:10:31.971517Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:31.971590Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.971638Z] [debug] [pid:80781] <<< distribution::script_output("Content of /tmp/scriptVLkFn.sh :\n \"cat > /tmp/scriptVLkFn.sh << 'EOT_VLkFn'; echo VLkFn-\$?-\" \n")
[2024-05-28T07:10:31.971856Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cat > /tmp/scriptVLkFn.sh << 'EOT_VLkFn'; echo VLkFn-\$?-\n", json_cmd_token="UCObsdmR")
[2024-05-28T07:10:31.972012Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.972121Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="cat > /tmp/scriptVLkFn.sh << 'EOT_VLkFn'; echo VLkFn-\$?-", expect_not_found=0, record_output=undef, buffer_size=undef, no_regex=1, quiet=undef)
[2024-05-28T07:10:31.972426Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="toTvwoir", buffer_size=undef, regexp="cat > /tmp/scriptVLkFn.sh << 'EOT_VLkFn'; echo VLkFn-\$?-", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "cat > /tmp/scriptVLkFn.sh << 'EOT_VLkFn'; echo VLkFn-\$?-"
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:31.972503Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164512999617727 seconds: cat > /tmp/scriptVLkFn.sh << 'EOT_VLkFn'; echo VLkFn-$?-[0m
[32m[2024-05-28T07:10:31.972716Z] [debug] [pid:80781] >>> testapi::wait_serial: cat > /tmp/scriptVLkFn.sh << 'EOT_VLkFn'; echo VLkFn-$?-: ok[0m
[2024-05-28T07:10:31.972791Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.972890Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="> ", record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.973182Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="DeqfrBAn", buffer_size=undef, expect_not_found=0, regexp="> ", cmd="backend_wait_serial", pattern=[
    "> "
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:31.973241Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000144842000736389 seconds: > [0m
[32m[2024-05-28T07:10:31.973449Z] [debug] [pid:80781] >>> testapi::wait_serial: > : ok[0m
[2024-05-28T07:10:31.973676Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="buildah --version | awk '{ print \$3 }'\nEOT_VLkFn\n", cmd="backend_type_string", json_cmd_token="cBRRokoQ")
[2024-05-28T07:10:31.973830Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.973939Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp="> EOT_VLkFn", timeout=90)
[2024-05-28T07:10:31.974232Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(pattern=[
    "> EOT_VLkFn"
  ], cmd="backend_wait_serial", regexp="> EOT_VLkFn", expect_not_found=0, buffer_size=undef, json_cmd_token="ZsohFFSp", timeout=90, record_output=undef, no_regex=1, quiet=undef)
[33m[2024-05-28T07:10:31.974311Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163142000019434 seconds: > EOT_VLkFn[0m
[32m[2024-05-28T07:10:31.974524Z] [debug] [pid:80781] >>> testapi::wait_serial: > EOT_VLkFn: ok[0m
[2024-05-28T07:10:31.974602Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.974707Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="VLkFn-0-", buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:10:31.974992Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=0, record_output=undef, timeout=90, json_cmd_token="VlVUEqVQ", buffer_size=undef, regexp="VLkFn-0-", expect_not_found=0, cmd="backend_wait_serial", pattern="VLkFn-0-")
[33m[2024-05-28T07:10:31.975430Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000514467999892076 seconds: VLkFn-0-[0m
[32m[2024-05-28T07:10:31.975658Z] [debug] [pid:80781] >>> testapi::wait_serial: VLkFn-0-: ok[0m
[2024-05-28T07:10:31.975764Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.975931Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="\$ ", buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:31.976290Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="\$ ", pattern=[
    "\$ "
  ], cmd="backend_wait_serial", json_cmd_token="fHphNFpq", buffer_size=undef, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:10:31.976366Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169103001098847 seconds: $ [0m
[32m[2024-05-28T07:10:31.976639Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:31.976892Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="echo VLkFn; bash -oe pipefail /tmp/scriptVLkFn.sh ; echo SCRIPT_FINISHEDVLkFn-\$?-\n", cmd="backend_type_string", json_cmd_token="paLgjUJf")
[2024-05-28T07:10:31.977087Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.977243Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="echo VLkFn; bash -oe pipefail /tmp/scriptVLkFn.sh ; echo SCRIPT_FINISHEDVLkFn-\$?-", expect_not_found=0, timeout=90, quiet=undef, no_regex=1, buffer_size=undef, record_output=undef)
[2024-05-28T07:10:31.977573Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="rGKzFCNB", buffer_size=undef, regexp="echo VLkFn; bash -oe pipefail /tmp/scriptVLkFn.sh ; echo SCRIPT_FINISHEDVLkFn-\$?-", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "echo VLkFn; bash -oe pipefail /tmp/scriptVLkFn.sh ; echo SCRIPT_FINISHEDVLkFn-\$?-"
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:10:31.977646Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162022999575129 seconds: echo VLkFn; bash -oe pipefail /tmp/scriptVLkFn.sh ; echo SCRIPT_FINISHEDVLkFn-$?-[0m
[32m[2024-05-28T07:10:31.977935Z] [debug] [pid:80781] >>> testapi::wait_serial: echo VLkFn; bash -oe pipefail /tmp/scriptVLkFn.sh ; echo SCRIPT_FINISHEDVLkFn-$?-: ok[0m
[2024-05-28T07:10:31.978052Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:66 called testapi::script_output
[2024-05-28T07:10:31.978209Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, buffer_size=undef, record_output=1, regexp="SCRIPT_FINISHEDVLkFn-\\d+-", expect_not_found=0, timeout=90)
[2024-05-28T07:10:31.978528Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=1, quiet=undef, no_regex=0, cmd="backend_wait_serial", pattern="SCRIPT_FINISHEDVLkFn-\\d+-", expect_not_found=0, regexp="SCRIPT_FINISHEDVLkFn-\\d+-", buffer_size=undef, json_cmd_token="OLnSAHtE")
[33m[2024-05-28T07:10:32.014536Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 4 loops & 0.0360509000001912 seconds: SCRIPT_FINISHEDVLkFn-0-[0m
[32m[2024-05-28T07:10:32.014868Z] [debug] [pid:80781] >>> testapi::wait_serial: SCRIPT_FINISHEDVLkFn-\d+-: ok[0m
[2024-05-28T07:10:32.015030Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:67 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:10:32.015159Z] [debug] [pid:80781] <<< testapi::script_run(cmd="timeout  300 curl -sL https://github.com/containers/buildah/archive/refs/tags/v1.36.0.tar.gz | tar -zxf -", quiet=undef, die_on_timeout=1, timeout=303, output="")
[2024-05-28T07:10:32.015275Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:67 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:10:32.015397Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="\$ ", buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:10:32.015903Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="gRaDOmws", cmd="backend_wait_serial", pattern=[
    "\$ "
  ], regexp="\$ ", expect_not_found=0, record_output=undef, quiet=undef, no_regex=1, timeout=90)
[33m[2024-05-28T07:10:32.016025Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000273573999947985 seconds: $ [0m
[32m[2024-05-28T07:10:32.016276Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:32.016588Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="timeout  300 curl -sL https://github.com/containers/buildah/archive/refs/tags/v1.36.0.tar.gz | tar -zxf -", cmd="backend_type_string", json_cmd_token="pxCYMDoV")
[2024-05-28T07:10:32.016981Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo dXlUr-\$?-", json_cmd_token="MPPxiOJA")
[2024-05-28T07:10:32.017161Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:67 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:10:32.017280Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="timeout  300 curl -sL https://github.com/containers/buildah/archive/refs/tags/v1.36.0.tar.gz | tar -zxf -; echo dXlUr-\$?-", buffer_size=233, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:10:32.017721Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=1, quiet=undef, record_output=undef, timeout=90, json_cmd_token="OBWgZCct", buffer_size=233, regexp="timeout  300 curl -sL https://github.com/containers/buildah/archive/refs/tags/v1.36.0.tar.gz | tar -zxf -; echo dXlUr-\$?-", expect_not_found=0, pattern=[
    "timeout  300 curl -sL https://github.com/containers/buildah/archive/refs/tags/v1.36.0.tar.gz | tar -zxf -; echo dXlUr-\$?-"
  ], cmd="backend_wait_serial")
[33m[2024-05-28T07:10:32.017853Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00029562500094471 seconds: timeout  300 curl -sL https://github.com/containers/buildah/archive/refs/tags/v1.36.0.tar.gz | tar -zxf -; echo dXlUr-$?-[0m
[32m[2024-05-28T07:10:32.018097Z] [debug] [pid:80781] >>> testapi::wait_serial: timeout  300 curl -sL https://github.com/containers/buildah/archive/refs/tags/v1.36.0.tar.gz | tar -zxf -; echo dXlUr-$?-: ok[0m
[2024-05-28T07:10:32.018384Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="KMYSgOGg", text="\n", cmd="backend_type_string")
[2024-05-28T07:10:32.018569Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:67 called utils::script_retry -> lib/utils.pm:1957 called testapi::script_run
[2024-05-28T07:10:32.018688Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp=qr/dXlUr-\d+-/u, expect_not_found=0, timeout=303, no_regex=0, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:32.019104Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="JHgrkYXL", buffer_size=undef, expect_not_found=0, regexp="(?^u:dXlUr-\\d+-)", pattern="(?^u:dXlUr-\\d+-)", cmd="backend_wait_serial", no_regex=0, quiet=undef, record_output=undef, timeout=303)
[33m[2024-05-28T07:10:35.400057Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 3.3810066900005 seconds: dXlUr-0-[0m
[32m[2024-05-28T07:10:35.400812Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:dXlUr-\d+-): ok[0m
[2024-05-28T07:10:35.401016Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:68 called testapi::assert_script_run
[2024-05-28T07:10:35.401134Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cd /var/tmp/buildah-1.36.0/", quiet=undef, timeout=90, fail_message="")
[2024-05-28T07:10:35.401249Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:68 called testapi::assert_script_run
[2024-05-28T07:10:35.401376Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="\$ ", timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:35.402076Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "\$ "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="\$ ", buffer_size=undef, json_cmd_token="KdHYUjbV")
[33m[2024-05-28T07:10:35.402231Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000332704999891575 seconds: $ [0m
[32m[2024-05-28T07:10:35.402575Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:35.402940Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="pGwcGUEP", cmd="backend_type_string", text="cd /var/tmp/buildah-1.36.0/")
[2024-05-28T07:10:35.403449Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="JstCyCNs", text="; echo Pz99F-\$?-", cmd="backend_type_string")
[2024-05-28T07:10:35.403703Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:68 called testapi::assert_script_run
[2024-05-28T07:10:35.403860Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, buffer_size=155, record_output=undef, regexp="cd /var/tmp/buildah-1.36.0/; echo Pz99F-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:10:35.404306Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=1, timeout=90, buffer_size=155, json_cmd_token="cdQcLbph", cmd="backend_wait_serial", pattern=[
    "cd /var/tmp/buildah-1.36.0/; echo Pz99F-\$?-"
  ], regexp="cd /var/tmp/buildah-1.36.0/; echo Pz99F-\$?-", expect_not_found=0)
[33m[2024-05-28T07:10:35.404418Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246753999817884 seconds: cd /var/tmp/buildah-1.36.0/; echo Pz99F-$?-[0m
[32m[2024-05-28T07:10:35.404744Z] [debug] [pid:80781] >>> testapi::wait_serial: cd /var/tmp/buildah-1.36.0/; echo Pz99F-$?-: ok[0m
[2024-05-28T07:10:35.405079Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="tPtMKvZh", cmd="backend_type_string", text="\n")
[2024-05-28T07:10:35.405316Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:68 called testapi::assert_script_run
[2024-05-28T07:10:35.405469Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/Pz99F-\d+-/u, timeout=90, quiet=undef, no_regex=0, buffer_size=undef, record_output=undef)
[2024-05-28T07:10:35.405891Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:Pz99F-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:Pz99F-\\d+-)", buffer_size=undef, json_cmd_token="DqTPoWAe")
[33m[2024-05-28T07:10:35.406032Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000256843999522971 seconds: Pz99F-0-[0m
[32m[2024-05-28T07:10:35.406307Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Pz99F-\d+-): ok[0m
[2024-05-28T07:10:35.406425Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:35.406525Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cp -r tests tests.orig", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:10:35.406619Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:35.406741Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="\$ ", buffer_size=undef, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:10:35.407269Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "\$ "
  ], expect_not_found=0, regexp="\$ ", buffer_size=undef, json_cmd_token="KsZFIIgx", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:10:35.407358Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000317264999466715 seconds: $ [0m
[32m[2024-05-28T07:10:35.407628Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:35.407950Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="PMPlScrS", text="cp -r tests tests.orig", cmd="backend_type_string")
[2024-05-28T07:10:35.408399Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo llRNG-\$?-", cmd="backend_type_string", json_cmd_token="GdyIBzQa")
[2024-05-28T07:10:35.408607Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:35.408760Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="cp -r tests tests.orig; echo llRNG-\$?-", timeout=90, no_regex=1, quiet=undef, buffer_size=150, record_output=undef)
[2024-05-28T07:10:35.409187Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, regexp="cp -r tests tests.orig; echo llRNG-\$?-", expect_not_found=0, pattern=[
    "cp -r tests tests.orig; echo llRNG-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="jrKJRxST", buffer_size=150)
[33m[2024-05-28T07:10:35.409296Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000236333999055205 seconds: cp -r tests tests.orig; echo llRNG-$?-[0m
[32m[2024-05-28T07:10:35.409677Z] [debug] [pid:80781] >>> testapi::wait_serial: cp -r tests tests.orig; echo llRNG-$?-: ok[0m
[2024-05-28T07:10:35.409996Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="yhUHkbQN")
[2024-05-28T07:10:35.410277Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:69 called testapi::assert_script_run
[2024-05-28T07:10:35.410439Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/llRNG-\d+-/u, timeout=90, no_regex=0, quiet=undef, buffer_size=undef, record_output=undef)
[2024-05-28T07:10:35.410828Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:llRNG-\\d+-)", cmd="backend_wait_serial", regexp="(?^u:llRNG-\\d+-)", expect_not_found=0, buffer_size=undef, json_cmd_token="DXpbLCGb")
[33m[2024-05-28T07:10:35.623975Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.213178969999717 seconds: llRNG-0-[0m
[32m[2024-05-28T07:10:35.624600Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:llRNG-\d+-): ok[0m
[2024-05-28T07:10:35.624770Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:72 called testapi::assert_script_run
[2024-05-28T07:10:35.624919Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="make bin/imgtype bin/copy bin/tutorial", fail_message="", timeout=600, quiet=undef)
[2024-05-28T07:10:35.625057Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:72 called testapi::assert_script_run
[2024-05-28T07:10:35.625193Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="\$ ", expect_not_found=0, timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:10:35.625697Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="OTXbORAF", pattern=[
    "\$ "
  ], cmd="backend_wait_serial", regexp="\$ ", expect_not_found=0, record_output=undef, no_regex=1, quiet=undef, timeout=90)
[33m[2024-05-28T07:10:35.625833Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000281554999673972 seconds: $ [0m
[32m[2024-05-28T07:10:35.626236Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:10:35.626567Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="make bin/imgtype bin/copy bin/tutorial", json_cmd_token="DUzSJYVS")
[2024-05-28T07:10:35.626965Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="dGyTEWeE", cmd="backend_type_string", text="; echo _Avmg-\$?-")
[2024-05-28T07:10:35.627164Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:72 called testapi::assert_script_run
[2024-05-28T07:10:35.627312Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=166, record_output=undef, expect_not_found=0, regexp="make bin/imgtype bin/copy bin/tutorial; echo _Avmg-\$?-", timeout=90)
[2024-05-28T07:10:35.627691Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=1, timeout=90, buffer_size=166, json_cmd_token="DuofcxqO", cmd="backend_wait_serial", pattern=[
    "make bin/imgtype bin/copy bin/tutorial; echo _Avmg-\$?-"
  ], regexp="make bin/imgtype bin/copy bin/tutorial; echo _Avmg-\$?-", expect_not_found=0)
[33m[2024-05-28T07:10:35.627782Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203592999241664 seconds: make bin/imgtype bin/copy bin/tutorial; echo _Avmg-$?-[0m
[32m[2024-05-28T07:10:35.628064Z] [debug] [pid:80781] >>> testapi::wait_serial: make bin/imgtype bin/copy bin/tutorial; echo _Avmg-$?-: ok[0m
[2024-05-28T07:10:35.628358Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="virkWZWM", text="\n", cmd="backend_type_string")
[2024-05-28T07:10:35.628570Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:72 called testapi::assert_script_run
[2024-05-28T07:10:35.628708Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=600, expect_not_found=0, regexp=qr/_Avmg-\d+-/u, buffer_size=undef, record_output=undef, no_regex=0, quiet=undef)
[2024-05-28T07:10:35.629078Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, quiet=undef, timeout=600, buffer_size=undef, json_cmd_token="vABeGzSL", pattern="(?^u:_Avmg-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:_Avmg-\\d+-)")
[33m[2024-05-28T07:13:03.236262Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 13 loops & 147.607190523999 seconds: _Avmg-0-[0m
[32m[2024-05-28T07:13:03.237012Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:_Avmg-\d+-): ok[0m
[2024-05-28T07:13:03.237230Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:13:03.237389Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cp -r tests.orig tests", fail_message="", timeout=90, quiet=undef)
[2024-05-28T07:13:03.237560Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:13:03.237726Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="\$ ", expect_not_found=0, record_output=undef, buffer_size=undef, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.238391Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(pattern=[
    "\$ "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="\$ ", buffer_size=undef, json_cmd_token="wqgWsMWT", timeout=90, record_output=undef, no_regex=1, quiet=undef)
[33m[2024-05-28T07:13:03.238507Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000294105000648415 seconds: $ [0m
[32m[2024-05-28T07:13:03.239040Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.239445Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cp -r tests.orig tests", json_cmd_token="BnWhWXMg")
[2024-05-28T07:13:03.239971Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="WFscPViF", text="; echo Uucyh-\$?-", cmd="backend_type_string")
[2024-05-28T07:13:03.240283Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:13:03.240452Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=150, quiet=undef, no_regex=1, timeout=90, regexp="cp -r tests.orig tests; echo Uucyh-\$?-", expect_not_found=0)
[2024-05-28T07:13:03.240925Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="cp -r tests.orig tests; echo Uucyh-\$?-", expect_not_found=0, pattern=[
    "cp -r tests.orig tests; echo Uucyh-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="fcASCgqO", buffer_size=150, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:13:03.241036Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245933999394765 seconds: cp -r tests.orig tests; echo Uucyh-$?-[0m
[32m[2024-05-28T07:13:03.241370Z] [debug] [pid:80781] >>> testapi::wait_serial: cp -r tests.orig tests; echo Uucyh-$?-: ok[0m
[2024-05-28T07:13:03.241727Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="UquGRmIn", text="\n", cmd="backend_type_string")
[2024-05-28T07:13:03.242012Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:13:03.242169Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp=qr/Uucyh-\d+-/u, timeout=90)
[2024-05-28T07:13:03.242617Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=0, record_output=undef, regexp="(?^u:Uucyh-\\d+-)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^u:Uucyh-\\d+-)", json_cmd_token="AOGnEGaf", buffer_size=undef)
[33m[2024-05-28T07:13:03.479202Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.23668222500055 seconds: Uucyh-0-[0m
[32m[2024-05-28T07:13:03.479593Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Uucyh-\d+-): ok[0m
[2024-05-28T07:13:03.479767Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.479892Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/commit.bats", die_on_timeout=1, output="", timeout=30, quiet=undef)
[2024-05-28T07:13:03.480018Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.480155Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="\$ ", timeout=90, quiet=undef, no_regex=1, buffer_size=undef, record_output=undef)
[2024-05-28T07:13:03.480634Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=1, timeout=90, buffer_size=undef, json_cmd_token="aqvKfckc", cmd="backend_wait_serial", pattern=[
    "\$ "
  ], expect_not_found=0, regexp="\$ ")
[33m[2024-05-28T07:13:03.480753Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000245145000008051 seconds: $ [0m
[32m[2024-05-28T07:13:03.481050Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.481399Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="rm tests/commit.bats", cmd="backend_type_string", json_cmd_token="lmTDwpfY")
[2024-05-28T07:13:03.481852Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="bxPrxbPm", cmd="backend_type_string", text="; echo 4yRYi-\$?-")
[2024-05-28T07:13:03.482360Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.482541Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, buffer_size=148, record_output=undef, regexp="rm tests/commit.bats; echo 4yRYi-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:13:03.483080Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="wDSAMlWg", buffer_size=148, expect_not_found=0, regexp="rm tests/commit.bats; echo 4yRYi-\$?-", cmd="backend_wait_serial", pattern=[
    "rm tests/commit.bats; echo 4yRYi-\$?-"
  ])
[33m[2024-05-28T07:13:03.483189Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000240575000134413 seconds: rm tests/commit.bats; echo 4yRYi-$?-[0m
[32m[2024-05-28T07:13:03.483469Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/commit.bats; echo 4yRYi-$?-: ok[0m
[2024-05-28T07:13:03.483765Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="XmcjDIgV")
[2024-05-28T07:13:03.483990Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.484143Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=30, regexp=qr/4yRYi-\d+-/u, expect_not_found=0)
[2024-05-28T07:13:03.484519Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(no_regex=0, quiet=undef, record_output=undef, timeout=30, json_cmd_token="WKqagVDC", buffer_size=undef, regexp="(?^u:4yRYi-\\d+-)", expect_not_found=0, pattern="(?^u:4yRYi-\\d+-)", cmd="backend_wait_serial")
[33m[2024-05-28T07:13:03.485446Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.0010233570010314 seconds: 4yRYi-0-[0m
[32m[2024-05-28T07:13:03.485741Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:4yRYi-\d+-): ok[0m
[2024-05-28T07:13:03.485855Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.486072Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/copy.bats", timeout=30, output="", die_on_timeout=1, quiet=undef)
[2024-05-28T07:13:03.486174Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.486297Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, quiet=undef, no_regex=1, timeout=90, expect_not_found=0, regexp="\$ ")
[2024-05-28T07:13:03.486659Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, expect_not_found=0, regexp="\$ ", pattern=[
    "\$ "
  ], cmd="backend_wait_serial", json_cmd_token="uuXwVGEA", buffer_size=undef)
[33m[2024-05-28T07:13:03.486746Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000195053999050288 seconds: $ [0m
[32m[2024-05-28T07:13:03.486983Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.487234Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="rEweXSgG", cmd="backend_type_string", text="rm tests/copy.bats")
[2024-05-28T07:13:03.487567Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo ltyfR-\$?-", cmd="backend_type_string", json_cmd_token="ZtOmtlAl")
[2024-05-28T07:13:03.487734Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.487845Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="rm tests/copy.bats; echo ltyfR-\$?-", record_output=undef, buffer_size=146, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.488191Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "rm tests/copy.bats; echo ltyfR-\$?-"
  ], expect_not_found=0, regexp="rm tests/copy.bats; echo ltyfR-\$?-", buffer_size=146, json_cmd_token="HoYYyVua")
[33m[2024-05-28T07:13:03.488283Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199772999621928 seconds: rm tests/copy.bats; echo ltyfR-$?-[0m
[32m[2024-05-28T07:13:03.488505Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/copy.bats; echo ltyfR-$?-: ok[0m
[2024-05-28T07:13:03.488748Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="DSxtWCpp")
[2024-05-28T07:13:03.488926Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.489037Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=30, expect_not_found=0, regexp=qr/ltyfR-\d+-/u)
[2024-05-28T07:13:03.489365Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:ltyfR-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:ltyfR-\\d+-)", buffer_size=undef, json_cmd_token="sVMUJOug")
[33m[2024-05-28T07:13:03.490363Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00108973900023557 seconds: ltyfR-0-[0m
[32m[2024-05-28T07:13:03.490595Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:ltyfR-\d+-): ok[0m
[2024-05-28T07:13:03.490685Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.490774Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/bud.bats", quiet=undef, die_on_timeout=1, output="", timeout=30)
[2024-05-28T07:13:03.490857Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.490978Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, quiet=undef, no_regex=1, timeout=90, expect_not_found=0, regexp="\$ ")
[2024-05-28T07:13:03.491500Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=undef, json_cmd_token="pQkpkZjo", pattern=[
    "\$ "
  ], cmd="backend_wait_serial", regexp="\$ ", expect_not_found=0)
[33m[2024-05-28T07:13:03.491584Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000209084000744042 seconds: $ [0m
[32m[2024-05-28T07:13:03.491825Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.492085Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="iQKlpcTa", text="rm tests/bud.bats", cmd="backend_type_string")
[2024-05-28T07:13:03.492438Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="mRhNNjUe", cmd="backend_type_string", text="; echo KS5ro-\$?-")
[2024-05-28T07:13:03.492608Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.492721Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="rm tests/bud.bats; echo KS5ro-\$?-", expect_not_found=0, record_output=undef, buffer_size=145, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.493038Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="rm tests/bud.bats; echo KS5ro-\$?-", pattern=[
    "rm tests/bud.bats; echo KS5ro-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="KSoFnwij", buffer_size=145, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:13:03.493116Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166453000929323 seconds: rm tests/bud.bats; echo KS5ro-$?-[0m
[32m[2024-05-28T07:13:03.493345Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/bud.bats; echo KS5ro-$?-: ok[0m
[2024-05-28T07:13:03.493585Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="cGAuxFtC", text="\n", cmd="backend_type_string")
[2024-05-28T07:13:03.493761Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.493875Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, quiet=undef, no_regex=0, timeout=30, expect_not_found=0, regexp=qr/KS5ro-\d+-/u)
[2024-05-28T07:13:03.494183Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, no_regex=0, quiet=undef, record_output=undef, expect_not_found=0, regexp="(?^u:KS5ro-\\d+-)", pattern="(?^u:KS5ro-\\d+-)", cmd="backend_wait_serial", json_cmd_token="ADhxJVDk", buffer_size=undef)
[33m[2024-05-28T07:13:03.495011Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000902645999303786 seconds: KS5ro-0-[0m
[32m[2024-05-28T07:13:03.495250Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:KS5ro-\d+-): ok[0m
[2024-05-28T07:13:03.495341Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.495428Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/run.bats", output="", timeout=30, die_on_timeout=1, quiet=undef)
[2024-05-28T07:13:03.495511Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.495612Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="\$ ", buffer_size=undef, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.495966Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "\$ "
  ], expect_not_found=0, regexp="\$ ", buffer_size=undef, json_cmd_token="AXafoCxn", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:13:03.496069Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000219883999307058 seconds: $ [0m
[32m[2024-05-28T07:13:03.496325Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.496562Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm tests/run.bats", json_cmd_token="UlmaAnwk")
[2024-05-28T07:13:03.496860Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="nuZkpTlH", cmd="backend_type_string", text="; echo VosCi-\$?-")
[2024-05-28T07:13:03.497127Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.497270Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=145, expect_not_found=0, regexp="rm tests/run.bats; echo VosCi-\$?-", timeout=90)
[2024-05-28T07:13:03.497646Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="gETGWcFh", buffer_size=145, expect_not_found=0, regexp="rm tests/run.bats; echo VosCi-\$?-", cmd="backend_wait_serial", pattern=[
    "rm tests/run.bats; echo VosCi-\$?-"
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:13:03.497723Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164372999279294 seconds: rm tests/run.bats; echo VosCi-$?-[0m
[32m[2024-05-28T07:13:03.497979Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/run.bats; echo VosCi-$?-: ok[0m
[2024-05-28T07:13:03.498233Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="gLDCXWhZ")
[2024-05-28T07:13:03.498451Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.498565Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, no_regex=0, quiet=undef, timeout=30, expect_not_found=0, regexp=qr/VosCi-\d+-/u)
[2024-05-28T07:13:03.498893Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="uQsiwQHR", buffer_size=undef, expect_not_found=0, regexp="(?^u:VosCi-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:VosCi-\\d+-)", quiet=undef, no_regex=0, record_output=undef, timeout=30)
[33m[2024-05-28T07:13:03.500167Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00135141300052055 seconds: VosCi-0-[0m
[32m[2024-05-28T07:13:03.500433Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:VosCi-\d+-): ok[0m
[2024-05-28T07:13:03.500529Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.500617Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/sbom.bats", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:13:03.500700Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.500794Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="\$ ", expect_not_found=0, record_output=undef, buffer_size=undef, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.501149Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="\$ ", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], json_cmd_token="CMjlIFBa", buffer_size=undef, timeout=90, quiet=undef, no_regex=1, record_output=undef)
[33m[2024-05-28T07:13:03.501228Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00017820299945015 seconds: $ [0m
[32m[2024-05-28T07:13:03.501462Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.501708Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="rm tests/sbom.bats", cmd="backend_type_string", json_cmd_token="DfhyfEqr")
[2024-05-28T07:13:03.502091Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="jaQppsKo", text="; echo Jx~SL-\$?-", cmd="backend_type_string")
[2024-05-28T07:13:03.502290Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.502410Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="rm tests/sbom.bats; echo Jx~SL-\$?-", expect_not_found=0, record_output=undef, buffer_size=146, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.502738Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "rm tests/sbom.bats; echo Jx~SL-\$?-"
  ], expect_not_found=0, regexp="rm tests/sbom.bats; echo Jx~SL-\$?-", buffer_size=146, json_cmd_token="tVOGywco", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:13:03.502814Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016256300114037 seconds: rm tests/sbom.bats; echo Jx~SL-$?-[0m
[32m[2024-05-28T07:13:03.503047Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/sbom.bats; echo Jx~SL-$?-: ok[0m
[2024-05-28T07:13:03.503286Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="MAbXoHbG", cmd="backend_type_string", text="\n")
[2024-05-28T07:13:03.503500Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.503614Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/Jx~SL-\d+-/u, timeout=30, quiet=undef, no_regex=0, buffer_size=undef, record_output=undef)
[2024-05-28T07:13:03.503951Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:Jx~SL-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:Jx~SL-\\d+-)", buffer_size=undef, json_cmd_token="OPWjgRwe")
[33m[2024-05-28T07:13:03.505287Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00139970400050515 seconds: Jx~SL-0-[0m
[32m[2024-05-28T07:13:03.505639Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Jx~SL-\d+-): ok[0m
[2024-05-28T07:13:03.505801Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.505947Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/add.bats", quiet=undef, die_on_timeout=1, output="", timeout=30)
[2024-05-28T07:13:03.506079Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.506209Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=undef, regexp="\$ ", expect_not_found=0, timeout=90)
[2024-05-28T07:13:03.506594Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="\$ ", expect_not_found=0, pattern=[
    "\$ "
  ], cmd="backend_wait_serial", json_cmd_token="CyGalYKi", buffer_size=undef, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:13:03.506672Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000171822999618598 seconds: $ [0m
[32m[2024-05-28T07:13:03.506921Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.507167Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="IlpyNqYr", text="rm tests/add.bats", cmd="backend_type_string")
[2024-05-28T07:13:03.507511Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo kOoR3-\$?-", json_cmd_token="vSzpxTRB")
[2024-05-28T07:13:03.507685Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.507799Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="rm tests/add.bats; echo kOoR3-\$?-", expect_not_found=0, record_output=undef, buffer_size=145, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.508133Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=1, timeout=90, buffer_size=145, json_cmd_token="RVyluqEA", cmd="backend_wait_serial", pattern=[
    "rm tests/add.bats; echo kOoR3-\$?-"
  ], expect_not_found=0, regexp="rm tests/add.bats; echo kOoR3-\$?-")
[33m[2024-05-28T07:13:03.508221Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000187034000191488 seconds: rm tests/add.bats; echo kOoR3-$?-[0m
[32m[2024-05-28T07:13:03.508451Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/add.bats; echo kOoR3-$?-: ok[0m
[2024-05-28T07:13:03.508689Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="OcSUNkoT", text="\n", cmd="backend_type_string")
[2024-05-28T07:13:03.508872Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.508981Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, record_output=undef, buffer_size=undef, regexp=qr/kOoR3-\d+-/u, expect_not_found=0, timeout=30)
[2024-05-28T07:13:03.509299Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, no_regex=0, quiet=undef, record_output=undef, regexp="(?^u:kOoR3-\\d+-)", expect_not_found=0, pattern="(?^u:kOoR3-\\d+-)", cmd="backend_wait_serial", json_cmd_token="oIAwcqIf", buffer_size=undef)
[33m[2024-05-28T07:13:03.510499Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00127071099996101 seconds: kOoR3-0-[0m
[32m[2024-05-28T07:13:03.510731Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:kOoR3-\d+-): ok[0m
[2024-05-28T07:13:03.510823Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.510926Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/basic.bats", quiet=undef, die_on_timeout=1, output="", timeout=30)
[2024-05-28T07:13:03.511024Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.511139Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="\$ ", expect_not_found=0, record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:13:03.511466Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="kZnPcCtn", buffer_size=undef, regexp="\$ ", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "\$ "
  ])
[33m[2024-05-28T07:13:03.511540Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000164532000781037 seconds: $ [0m
[32m[2024-05-28T07:13:03.511786Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.512040Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="iAlFbSEC", cmd="backend_type_string", text="rm tests/basic.bats")
[2024-05-28T07:13:03.512382Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="SANNaSwC", cmd="backend_type_string", text="; echo 87yO0-\$?-")
[2024-05-28T07:13:03.512553Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.512665Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=147, record_output=undef, quiet=undef, no_regex=1, timeout=90, regexp="rm tests/basic.bats; echo 87yO0-\$?-", expect_not_found=0)
[2024-05-28T07:13:03.513174Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, expect_not_found=0, regexp="rm tests/basic.bats; echo 87yO0-\$?-", cmd="backend_wait_serial", pattern=[
    "rm tests/basic.bats; echo 87yO0-\$?-"
  ], json_cmd_token="MLtQEReM", buffer_size=147)
[33m[2024-05-28T07:13:03.513295Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000246673998844926 seconds: rm tests/basic.bats; echo 87yO0-$?-[0m
[32m[2024-05-28T07:13:03.513562Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/basic.bats; echo 87yO0-$?-: ok[0m
[2024-05-28T07:13:03.513873Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="lXfmhzBl", cmd="backend_type_string", text="\n")
[2024-05-28T07:13:03.514070Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.514183Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=30, regexp=qr/87yO0-\d+-/u, expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:13:03.514563Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=0, timeout=30, buffer_size=undef, json_cmd_token="qqgaFgSZ", cmd="backend_wait_serial", pattern="(?^u:87yO0-\\d+-)", expect_not_found=0, regexp="(?^u:87yO0-\\d+-)")
[33m[2024-05-28T07:13:03.515743Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00127815199994075 seconds: 87yO0-0-[0m
[32m[2024-05-28T07:13:03.516051Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:87yO0-\d+-): ok[0m
[2024-05-28T07:13:03.516220Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.516355Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/chroot.bats", quiet=undef, timeout=30, output="", die_on_timeout=1)
[2024-05-28T07:13:03.516486Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.516640Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, buffer_size=undef, record_output=undef, regexp="\$ ", expect_not_found=0, timeout=90)
[2024-05-28T07:13:03.517101Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, expect_not_found=0, regexp="\$ ", cmd="backend_wait_serial", pattern=[
    "\$ "
  ], json_cmd_token="vekMhhdC", buffer_size=undef)
[33m[2024-05-28T07:13:03.517196Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000206593000257271 seconds: $ [0m
[32m[2024-05-28T07:13:03.517457Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.517739Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm tests/chroot.bats", json_cmd_token="dDGIJHhE")
[2024-05-28T07:13:03.518151Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="YVXdSHpV", text="; echo qlIAG-\$?-", cmd="backend_type_string")
[2024-05-28T07:13:03.518358Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.518525Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=148, record_output=undef, quiet=undef, no_regex=1, timeout=90, regexp="rm tests/chroot.bats; echo qlIAG-\$?-", expect_not_found=0)
[2024-05-28T07:13:03.519066Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "rm tests/chroot.bats; echo qlIAG-\$?-"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="rm tests/chroot.bats; echo qlIAG-\$?-", buffer_size=148, json_cmd_token="kXsCFkBx")
[33m[2024-05-28T07:13:03.519161Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208493000172894 seconds: rm tests/chroot.bats; echo qlIAG-$?-[0m
[32m[2024-05-28T07:13:03.519446Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/chroot.bats; echo qlIAG-$?-: ok[0m
[2024-05-28T07:13:03.519749Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="FcfeFqzv")
[2024-05-28T07:13:03.519961Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.520089Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, quiet=undef, no_regex=0, timeout=30, regexp=qr/qlIAG-\d+-/u, expect_not_found=0)
[2024-05-28T07:13:03.520468Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, no_regex=0, quiet=undef, record_output=undef, expect_not_found=0, regexp="(?^u:qlIAG-\\d+-)", pattern="(?^u:qlIAG-\\d+-)", cmd="backend_wait_serial", json_cmd_token="KKOzmSRx", buffer_size=undef)
[33m[2024-05-28T07:13:03.521228Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000856245000250055 seconds: qlIAG-0-[0m
[32m[2024-05-28T07:13:03.521573Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:qlIAG-\d+-): ok[0m
[2024-05-28T07:13:03.521715Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.521829Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/overlay.bats", die_on_timeout=1, output="", timeout=30, quiet=undef)
[2024-05-28T07:13:03.521934Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.522053Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="\$ ", expect_not_found=0, buffer_size=undef, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.522457Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "\$ "
  ], expect_not_found=0, regexp="\$ ", buffer_size=undef, json_cmd_token="FCVkXzEa", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:13:03.522548Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201044000277761 seconds: $ [0m
[32m[2024-05-28T07:13:03.522836Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.523088Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="rm tests/overlay.bats", cmd="backend_type_string", json_cmd_token="RCAklFWA")
[2024-05-28T07:13:03.523442Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="JBNAKzCI", text="; echo LawHa-\$?-", cmd="backend_type_string")
[2024-05-28T07:13:03.523643Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.523788Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="rm tests/overlay.bats; echo LawHa-\$?-", expect_not_found=0, timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=149)
[2024-05-28T07:13:03.524124Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="azOtXEdt", buffer_size=149, expect_not_found=0, regexp="rm tests/overlay.bats; echo LawHa-\$?-", pattern=[
    "rm tests/overlay.bats; echo LawHa-\$?-"
  ], cmd="backend_wait_serial", no_regex=1, quiet=undef, record_output=undef, timeout=90)
[33m[2024-05-28T07:13:03.524205Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000180572998942807 seconds: rm tests/overlay.bats; echo LawHa-$?-[0m
[32m[2024-05-28T07:13:03.524475Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/overlay.bats; echo LawHa-$?-: ok[0m
[2024-05-28T07:13:03.524723Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="HVXAySGA")
[2024-05-28T07:13:03.524923Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.525039Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, record_output=undef, buffer_size=undef, regexp=qr/LawHa-\d+-/u, expect_not_found=0, timeout=30)
[2024-05-28T07:13:03.525351Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, no_regex=0, quiet=undef, record_output=undef, expect_not_found=0, regexp="(?^u:LawHa-\\d+-)", pattern="(?^u:LawHa-\\d+-)", cmd="backend_wait_serial", json_cmd_token="JNfbWmIM", buffer_size=undef)
[33m[2024-05-28T07:13:03.526123Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000852004999615019 seconds: LawHa-0-[0m
[32m[2024-05-28T07:13:03.526364Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:LawHa-\d+-): ok[0m
[2024-05-28T07:13:03.526458Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.526545Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/rmi.bats", quiet=undef, die_on_timeout=1, output="", timeout=30)
[2024-05-28T07:13:03.526630Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.526731Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="\$ ", expect_not_found=0, buffer_size=undef, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:13:03.527043Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=1, timeout=90, buffer_size=undef, json_cmd_token="egqFgbwS", cmd="backend_wait_serial", pattern=[
    "\$ "
  ], regexp="\$ ", expect_not_found=0)
[33m[2024-05-28T07:13:03.527116Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000159822999194148 seconds: $ [0m
[32m[2024-05-28T07:13:03.527353Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.527592Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="FirFuVjr", cmd="backend_type_string", text="rm tests/rmi.bats")
[2024-05-28T07:13:03.527923Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="SztSnAuz", cmd="backend_type_string", text="; echo 498h8-\$?-")
[2024-05-28T07:13:03.528113Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.528228Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="rm tests/rmi.bats; echo 498h8-\$?-", expect_not_found=0, timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=145)
[2024-05-28T07:13:03.528552Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="rm tests/rmi.bats; echo 498h8-\$?-", expect_not_found=0, pattern=[
    "rm tests/rmi.bats; echo 498h8-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="nwGgzZWP", buffer_size=145, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:13:03.528641Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00016443300046376 seconds: rm tests/rmi.bats; echo 498h8-$?-[0m
[32m[2024-05-28T07:13:03.528962Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/rmi.bats; echo 498h8-$?-: ok[0m
[2024-05-28T07:13:03.529302Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="mTkUThYL")
[2024-05-28T07:13:03.529543Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.529711Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp=qr/498h8-\d+-/u, expect_not_found=0, timeout=30, quiet=undef, no_regex=0, buffer_size=undef, record_output=undef)
[2024-05-28T07:13:03.530104Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, no_regex=0, quiet=undef, record_output=undef, expect_not_found=0, regexp="(?^u:498h8-\\d+-)", pattern="(?^u:498h8-\\d+-)", cmd="backend_wait_serial", json_cmd_token="yHVLVElH", buffer_size=undef)
[33m[2024-05-28T07:13:03.530800Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000786053999036085 seconds: 498h8-0-[0m
[32m[2024-05-28T07:13:03.531092Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:498h8-\d+-): ok[0m
[2024-05-28T07:13:03.531211Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.531326Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/squash.bats", output="", timeout=30, die_on_timeout=1, quiet=undef)
[2024-05-28T07:13:03.531433Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.531551Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp="\$ ", timeout=90)
[2024-05-28T07:13:03.531928Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], regexp="\$ ", expect_not_found=0, buffer_size=undef, json_cmd_token="UGlMzoPd")
[33m[2024-05-28T07:13:03.532032Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000203753999812761 seconds: $ [0m
[32m[2024-05-28T07:13:03.532292Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.532572Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="rm tests/squash.bats", cmd="backend_type_string", json_cmd_token="FpRfCkCD")
[2024-05-28T07:13:03.532947Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo Ek6Eh-\$?-", json_cmd_token="dXIXiTHC")
[2024-05-28T07:13:03.533138Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.533277Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=148, record_output=undef, regexp="rm tests/squash.bats; echo Ek6Eh-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:13:03.533649Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="rm tests/squash.bats; echo Ek6Eh-\$?-", expect_not_found=0, pattern=[
    "rm tests/squash.bats; echo Ek6Eh-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="OXsauYXh", buffer_size=148, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:13:03.533744Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000204704001589562 seconds: rm tests/squash.bats; echo Ek6Eh-$?-[0m
[32m[2024-05-28T07:13:03.533993Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/squash.bats; echo Ek6Eh-$?-: ok[0m
[2024-05-28T07:13:03.534265Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="PikzeOLY", cmd="backend_type_string", text="\n")
[2024-05-28T07:13:03.534466Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:13:03.534604Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/Ek6Eh-\d+-/u, timeout=30, no_regex=0, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:13:03.534985Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="SBDzUDsp", buffer_size=undef, expect_not_found=0, regexp="(?^u:Ek6Eh-\\d+-)", pattern="(?^u:Ek6Eh-\\d+-)", cmd="backend_wait_serial", no_regex=0, quiet=undef, record_output=undef, timeout=30)
[33m[2024-05-28T07:13:03.535819Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000919285999771091 seconds: Ek6Eh-0-[0m
[32m[2024-05-28T07:13:03.536291Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Ek6Eh-\d+-): ok[0m
[2024-05-28T07:13:03.536414Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:13:03.536517Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="echo buildah-user.tap .. > buildah-user.tap", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:13:03.536621Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:13:03.536739Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=undef, regexp="\$ ", expect_not_found=0, timeout=90)
[2024-05-28T07:13:03.537091Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=undef, json_cmd_token="QJldOAYF", pattern=[
    "\$ "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="\$ ")
[33m[2024-05-28T07:13:03.537170Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000167432999660377 seconds: $ [0m
[32m[2024-05-28T07:13:03.537399Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.537649Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="echo buildah-user.tap .. > buildah-user.tap", cmd="backend_type_string", json_cmd_token="uvlCJGwi")
[2024-05-28T07:13:03.537988Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="xAJdcOWo", text="; echo Df73R-\$?-", cmd="backend_type_string")
[2024-05-28T07:13:03.538161Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:13:03.538271Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="echo buildah-user.tap .. > buildah-user.tap; echo Df73R-\$?-", timeout=90, no_regex=1, quiet=undef, buffer_size=171, record_output=undef)
[2024-05-28T07:13:03.538592Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="IrYLgmeI", buffer_size=171, regexp="echo buildah-user.tap .. > buildah-user.tap; echo Df73R-\$?-", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "echo buildah-user.tap .. > buildah-user.tap; echo Df73R-\$?-"
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:13:03.538672Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000169292999999016 seconds: echo buildah-user.tap .. > buildah-user.tap; echo Df73R-$?-[0m
[32m[2024-05-28T07:13:03.538895Z] [debug] [pid:80781] >>> testapi::wait_serial: echo buildah-user.tap .. > buildah-user.tap; echo Df73R-$?-: ok[0m
[2024-05-28T07:13:03.539140Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="YxtbroSO")
[2024-05-28T07:13:03.539318Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:13:03.539432Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, record_output=undef, buffer_size=undef, regexp=qr/Df73R-\d+-/u, expect_not_found=0, timeout=90)
[2024-05-28T07:13:03.539753Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="tqKCcpJn", buffer_size=undef, expect_not_found=0, regexp="(?^u:Df73R-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:Df73R-\\d+-)", quiet=undef, no_regex=0, record_output=undef, timeout=90)
[33m[2024-05-28T07:13:03.539841Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000168442998983664 seconds: Df73R-0-[0m
[32m[2024-05-28T07:13:03.540085Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Df73R-\d+-): ok[0m
[2024-05-28T07:13:03.540184Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:13:03.540277Z] [debug] [pid:80781] <<< testapi::script_run(cmd="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-user.tap", quiet=undef, output="", timeout=3600, die_on_timeout=1)
[2024-05-28T07:13:03.540362Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:13:03.540459Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp="\$ ", timeout=90)
[2024-05-28T07:13:03.540783Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="UQmvTnSR", buffer_size=undef, regexp="\$ ", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "\$ "
  ])
[33m[2024-05-28T07:13:03.540847Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000152393000462325 seconds: $ [0m
[32m[2024-05-28T07:13:03.541078Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:13:03.541339Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="UrfSZkKf", cmd="backend_type_string", text="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-user.tap")
[2024-05-28T07:13:03.541681Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo X0a7v-\$?-", cmd="backend_type_string", json_cmd_token="qNavcxhr")
[2024-05-28T07:13:03.541855Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:13:03.541966Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, record_output=undef, buffer_size=225, expect_not_found=0, regexp="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-user.tap; echo X0a7v-\$?-", timeout=90)
[2024-05-28T07:13:03.542304Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(pattern=[
    "BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-user.tap; echo X0a7v-\$?-"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-user.tap; echo X0a7v-\$?-", buffer_size=225, json_cmd_token="VCtpoCBG", timeout=90, record_output=undef, no_regex=1, quiet=undef)
[33m[2024-05-28T07:13:03.542407Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000194034000742249 seconds: BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-user.tap; echo X0a7v-$?-[0m
[32m[2024-05-28T07:13:03.542643Z] [debug] [pid:80781] >>> testapi::wait_serial: BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-user.tap; echo X0a7v-$?-: ok[0m
[2024-05-28T07:13:03.542894Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="tNiyJTeH", cmd="backend_type_string", text="\n")
[2024-05-28T07:13:03.543101Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:13:03.543252Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, quiet=undef, no_regex=0, timeout=3600, expect_not_found=0, regexp=qr/X0a7v-\d+-/u)
[2024-05-28T07:13:03.543602Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="(?^u:X0a7v-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:X0a7v-\\d+-)", json_cmd_token="YaVYrMlT", buffer_size=undef, timeout=3600, quiet=undef, no_regex=0, record_output=undef)
[33m[2024-05-28T07:24:36.207800Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 556 loops & 692.664184992 seconds: X0a7v-0-[0m
[32m[2024-05-28T07:24:36.208619Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:X0a7v-\d+-): ok[0m
[2024-05-28T07:24:36.208830Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:24:36.208939Z] [debug] [pid:80781] <<< testapi::upload_logs(file="buildah-user.tap", failok=0, timeout=90)
[2024-05-28T07:24:36.209161Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:24:36.209271Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="curl --form upload=\@buildah-user.tap --form upname=buildah_integration-buildah-user.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-user.tap", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:24:36.209400Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:24:36.209525Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=undef, record_output=undef, regexp="\$ ", expect_not_found=0, timeout=90)
[2024-05-28T07:24:36.210101Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "\$ "
  ], regexp="\$ ", expect_not_found=0, buffer_size=undef, json_cmd_token="eimhpSfP", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:24:36.210204Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000255033999565057 seconds: $ [0m
[32m[2024-05-28T07:24:36.210519Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:24:36.210848Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="pCoBJCNC", cmd="backend_type_string", text="curl --form upload=\@buildah-user.tap --form upname=buildah_integration-buildah-user.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-user.tap")
[2024-05-28T07:24:36.211244Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo 3Wxm5-\$?-", json_cmd_token="FlHEAmZh")
[2024-05-28T07:24:36.211453Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:24:36.211610Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=281, quiet=undef, no_regex=1, timeout=90, regexp="curl --form upload=\@buildah-user.tap --form upname=buildah_integration-buildah-user.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-user.tap; echo 3Wxm5-\$?-", expect_not_found=0)
[2024-05-28T07:24:36.212019Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="curl --form upload=\@buildah-user.tap --form upname=buildah_integration-buildah-user.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-user.tap; echo 3Wxm5-\$?-", cmd="backend_wait_serial", pattern=[
    "curl --form upload=\@buildah-user.tap --form upname=buildah_integration-buildah-user.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-user.tap; echo 3Wxm5-\$?-"
  ], json_cmd_token="GUMvxqcs", buffer_size=281, timeout=90, quiet=undef, no_regex=1, record_output=undef)
[33m[2024-05-28T07:24:36.212143Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000249443999564392 seconds: curl --form upload=@buildah-user.tap --form upname=buildah_integration-buildah-user.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-user.tap; echo 3Wxm5-$?-[0m
[32m[2024-05-28T07:24:36.212436Z] [debug] [pid:80781] >>> testapi::wait_serial: curl --form upload=@buildah-user.tap --form upname=buildah_integration-buildah-user.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-user.tap; echo 3Wxm5-$?-: ok[0m
[2024-05-28T07:24:36.212711Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="qCVuUEjX", text="\n", cmd="backend_type_string")
[2024-05-28T07:24:36.212931Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:24:36.213072Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, buffer_size=undef, record_output=undef, expect_not_found=0, regexp=qr/3Wxm5-\d+-/u, timeout=90)
[2024-05-28T07:24:36.213432Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="(?^u:3Wxm5-\\d+-)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^u:3Wxm5-\\d+-)", json_cmd_token="vsfgQRDj", buffer_size=undef, timeout=90, quiet=undef, no_regex=0, record_output=undef)
[33m[2024-05-28T07:24:36.237627Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.0242829140006506 seconds: 3Wxm5-0-[0m
[32m[2024-05-28T07:24:36.237916Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:3Wxm5-\d+-): ok[0m
[2024-05-28T07:24:36.291716Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:24:36.291814Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="rm -rf tests", fail_message="", timeout=90, quiet=undef)
[2024-05-28T07:24:36.291906Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:24:36.292014Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="\$ ", buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:24:36.292493Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="yJORvMPA", buffer_size=undef, regexp="\$ ", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "\$ "
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:24:36.292608Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00024296400079038 seconds: $ [0m
[32m[2024-05-28T07:24:36.292952Z] [debug] [pid:80781] >>> testapi::wait_serial: $ : ok[0m
[2024-05-28T07:24:36.293306Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="lVbyiHKi", cmd="backend_type_string", text="rm -rf tests")
[2024-05-28T07:24:36.293793Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo P15RV-\$?-", json_cmd_token="kixNXqMk")
[2024-05-28T07:24:36.294050Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:24:36.294207Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="rm -rf tests; echo P15RV-\$?-", timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=140)
[2024-05-28T07:24:36.294645Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="lXCykbTF", buffer_size=140, expect_not_found=0, regexp="rm -rf tests; echo P15RV-\$?-", cmd="backend_wait_serial", pattern=[
    "rm -rf tests; echo P15RV-\$?-"
  ])
[33m[2024-05-28T07:24:36.294765Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000243733999013784 seconds: rm -rf tests; echo P15RV-$?-[0m
[32m[2024-05-28T07:24:36.295090Z] [debug] [pid:80781] >>> testapi::wait_serial: rm -rf tests; echo P15RV-$?-: ok[0m
[2024-05-28T07:24:36.295427Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="cBpADVYA")
[2024-05-28T07:24:36.295695Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:74 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:24:36.295857Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp=qr/P15RV-\d+-/u, buffer_size=undef, record_output=undef, no_regex=0, quiet=undef)
[2024-05-28T07:24:36.296278Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:P15RV-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:P15RV-\\d+-)", buffer_size=undef, json_cmd_token="xzNfrWdD")
[33m[2024-05-28T07:24:36.652882Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.356652184000268 seconds: P15RV-0-[0m
[32m[2024-05-28T07:24:36.653550Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:P15RV-\d+-): ok[0m
[2024-05-28T07:24:36.653731Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:76 called serial_terminal::select_serial_terminal -> lib/serial_terminal.pm:392 called testapi::select_console
[2024-05-28T07:24:36.653807Z] [debug] [pid:80781] <<< testapi::select_console(testapi_console="root-virtio-terminal")
[2024-05-28T07:24:36.654548Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:77 called testapi::assert_script_run
[2024-05-28T07:24:36.654670Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cd /var/tmp/buildah-1.36.0/", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:24:36.655215Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:77 called testapi::assert_script_run
[2024-05-28T07:24:36.655367Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp="# ", timeout=90)
[2024-05-28T07:24:36.655857Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="fdqDkDXJ", buffer_size=undef, expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ])
[33m[2024-05-28T07:24:36.655970Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000260333999904105 seconds: # [0m
[32m[2024-05-28T07:24:36.656376Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.656745Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="PEWbgsiG", text="cd /var/tmp/buildah-1.36.0/", cmd="backend_type_string")
[2024-05-28T07:24:36.657434Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="ozKjRHUT", text="; echo Pz99F-\$?-", cmd="backend_type_string")
[2024-05-28T07:24:36.657790Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:77 called testapi::assert_script_run
[2024-05-28T07:24:36.657945Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="cd /var/tmp/buildah-1.36.0/; echo Pz99F-\$?-", timeout=90, quiet=undef, no_regex=1, record_output=undef, buffer_size=155)
[2024-05-28T07:24:36.658350Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=155, json_cmd_token="YhyfMmEl", cmd="backend_wait_serial", pattern=[
    "cd /var/tmp/buildah-1.36.0/; echo Pz99F-\$?-"
  ], expect_not_found=0, regexp="cd /var/tmp/buildah-1.36.0/; echo Pz99F-\$?-", record_output=undef, quiet=undef, no_regex=1, timeout=90)
[33m[2024-05-28T07:24:36.658453Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216943999475916 seconds: cd /var/tmp/buildah-1.36.0/; echo Pz99F-$?-[0m
[32m[2024-05-28T07:24:36.658738Z] [debug] [pid:80781] >>> testapi::wait_serial: cd /var/tmp/buildah-1.36.0/; echo Pz99F-$?-: ok[0m
[2024-05-28T07:24:36.659018Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="QwysOvkd")
[2024-05-28T07:24:36.659233Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:77 called testapi::assert_script_run
[2024-05-28T07:24:36.659376Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp=qr/Pz99F-\d+-/u, buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:24:36.659746Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="jNQSGamB", buffer_size=undef, expect_not_found=0, regexp="(?^u:Pz99F-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:Pz99F-\\d+-)", quiet=undef, no_regex=0, record_output=undef, timeout=90)
[33m[2024-05-28T07:24:36.659849Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000201023000045097 seconds: Pz99F-0-[0m
[32m[2024-05-28T07:24:36.660132Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Pz99F-\d+-): ok[0m
[2024-05-28T07:24:36.660259Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:24:36.660359Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cp -r tests.orig tests", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:24:36.660460Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:24:36.660582Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:24:36.660955Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "# "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="GXGuyVnm")
[33m[2024-05-28T07:24:36.661028Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000184272999831592 seconds: # [0m
[32m[2024-05-28T07:24:36.661299Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.661577Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="cp -r tests.orig tests", json_cmd_token="BHSltoGC")
[2024-05-28T07:24:36.661990Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="heklDlMd", cmd="backend_type_string", text="; echo Uucyh-\$?-")
[2024-05-28T07:24:36.662191Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:24:36.662330Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="cp -r tests.orig tests; echo Uucyh-\$?-", expect_not_found=0, buffer_size=150, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:24:36.662642Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, expect_not_found=0, regexp="cp -r tests.orig tests; echo Uucyh-\$?-", pattern=[
    "cp -r tests.orig tests; echo Uucyh-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="vekEgHAU", buffer_size=150)
[33m[2024-05-28T07:24:36.662718Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000166083000294748 seconds: cp -r tests.orig tests; echo Uucyh-$?-[0m
[32m[2024-05-28T07:24:36.662971Z] [debug] [pid:80781] >>> testapi::wait_serial: cp -r tests.orig tests; echo Uucyh-$?-: ok[0m
[2024-05-28T07:24:36.663205Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="IMBNTxYV")
[2024-05-28T07:24:36.663389Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:29 called testapi::assert_script_run
[2024-05-28T07:24:36.663525Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=90, regexp=qr/Uucyh-\d+-/u, expect_not_found=0)
[2024-05-28T07:24:36.663823Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=0, quiet=undef, pattern="(?^u:Uucyh-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:Uucyh-\\d+-)", buffer_size=undef, json_cmd_token="bxDBmJkX")
[33m[2024-05-28T07:24:36.857007Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.193193537999832 seconds: Uucyh-0-[0m
[32m[2024-05-28T07:24:36.857586Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Uucyh-\d+-): ok[0m
[2024-05-28T07:24:36.857767Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.857894Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/commit.bats", die_on_timeout=1, output="", timeout=30, quiet=undef)
[2024-05-28T07:24:36.858008Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.858133Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:24:36.858702Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=undef, json_cmd_token="iyHtSWOZ", pattern=[
    "# "
  ], cmd="backend_wait_serial", regexp="# ", expect_not_found=0, record_output=undef, no_regex=1, quiet=undef, timeout=90)
[33m[2024-05-28T07:24:36.858813Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.00025756399918464 seconds: # [0m
[32m[2024-05-28T07:24:36.859134Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.859492Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="rm tests/commit.bats", cmd="backend_type_string", json_cmd_token="SYBibhmh")
[2024-05-28T07:24:36.859963Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="IsifOZiI", cmd="backend_type_string", text="; echo 4yRYi-\$?-")
[2024-05-28T07:24:36.860201Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.860362Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="rm tests/commit.bats; echo 4yRYi-\$?-", expect_not_found=0, timeout=90, no_regex=1, quiet=undef, record_output=undef, buffer_size=148)
[2024-05-28T07:24:36.860814Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=1, quiet=undef, timeout=90, buffer_size=148, json_cmd_token="hKrGfYgz", pattern=[
    "rm tests/commit.bats; echo 4yRYi-\$?-"
  ], cmd="backend_wait_serial", regexp="rm tests/commit.bats; echo 4yRYi-\$?-", expect_not_found=0)
[33m[2024-05-28T07:24:36.860922Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000233013999604736 seconds: rm tests/commit.bats; echo 4yRYi-$?-[0m
[32m[2024-05-28T07:24:36.861242Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/commit.bats; echo 4yRYi-$?-: ok[0m
[2024-05-28T07:24:36.861583Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="nhtGwWZI", text="\n", cmd="backend_type_string")
[2024-05-28T07:24:36.861829Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.861970Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp=qr/4yRYi-\d+-/u, expect_not_found=0, timeout=30, no_regex=0, quiet=undef, buffer_size=undef, record_output=undef)
[2024-05-28T07:24:36.862350Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, no_regex=0, quiet=undef, timeout=30, buffer_size=undef, json_cmd_token="SaZslSuO", pattern="(?^u:4yRYi-\\d+-)", cmd="backend_wait_serial", expect_not_found=0, regexp="(?^u:4yRYi-\\d+-)")
[33m[2024-05-28T07:24:36.862937Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000664151000819402 seconds: 4yRYi-0-[0m
[32m[2024-05-28T07:24:36.863236Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:4yRYi-\d+-): ok[0m
[2024-05-28T07:24:36.863361Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.863474Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/copy.bats", quiet=undef, timeout=30, output="", die_on_timeout=1)
[2024-05-28T07:24:36.863575Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.863694Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, record_output=undef, buffer_size=undef, regexp="# ", expect_not_found=0, timeout=90)
[2024-05-28T07:24:36.864079Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, expect_not_found=0, regexp="# ", pattern=[
    "# "
  ], cmd="backend_wait_serial", json_cmd_token="qLTcpFGX", buffer_size=undef)
[33m[2024-05-28T07:24:36.864169Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000199363001229358 seconds: # [0m
[32m[2024-05-28T07:24:36.864417Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.864718Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="AIwOCWch", cmd="backend_type_string", text="rm tests/copy.bats")
[2024-05-28T07:24:36.865067Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="oQQzzqVT", text="; echo ltyfR-\$?-", cmd="backend_type_string")
[2024-05-28T07:24:36.865239Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.865354Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="rm tests/copy.bats; echo ltyfR-\$?-", timeout=90, quiet=undef, no_regex=1, record_output=undef, buffer_size=146)
[2024-05-28T07:24:36.865677Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "rm tests/copy.bats; echo ltyfR-\$?-"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="rm tests/copy.bats; echo ltyfR-\$?-", buffer_size=146, json_cmd_token="ACwPauKS")
[33m[2024-05-28T07:24:36.865757Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000170753000929835 seconds: rm tests/copy.bats; echo ltyfR-$?-[0m
[32m[2024-05-28T07:24:36.865986Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/copy.bats; echo ltyfR-$?-: ok[0m
[2024-05-28T07:24:36.866225Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="mMvAKoqd", cmd="backend_type_string", text="\n")
[2024-05-28T07:24:36.866401Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.866521Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=30, regexp=qr/ltyfR-\d+-/u, expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:24:36.866823Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="vfdoelQK", buffer_size=undef, regexp="(?^u:ltyfR-\\d+-)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^u:ltyfR-\\d+-)", quiet=undef, no_regex=0, record_output=undef, timeout=30)
[33m[2024-05-28T07:24:36.867461Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000713751000148477 seconds: ltyfR-0-[0m
[32m[2024-05-28T07:24:36.867691Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:ltyfR-\d+-): ok[0m
[2024-05-28T07:24:36.867784Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.867873Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/bud.bats", timeout=30, output="", die_on_timeout=1, quiet=undef)
[2024-05-28T07:24:36.867953Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.868058Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, quiet=undef, no_regex=1, timeout=90, regexp="# ", expect_not_found=0)
[2024-05-28T07:24:36.868379Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=1, timeout=90, buffer_size=undef, json_cmd_token="snHcnAOM", cmd="backend_wait_serial", pattern=[
    "# "
  ], expect_not_found=0, regexp="# ")
[33m[2024-05-28T07:24:36.868452Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162463000378921 seconds: # [0m
[32m[2024-05-28T07:24:36.868677Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.868913Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="aAnmRAkj", text="rm tests/bud.bats", cmd="backend_type_string")
[2024-05-28T07:24:36.869238Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo KS5ro-\$?-", cmd="backend_type_string", json_cmd_token="rMaDSiPG")
[2024-05-28T07:24:36.869414Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.869551Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=145, record_output=undef, regexp="rm tests/bud.bats; echo KS5ro-\$?-", expect_not_found=0, timeout=90)
[2024-05-28T07:24:36.870022Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=145, json_cmd_token="fbizCXJe", pattern=[
    "rm tests/bud.bats; echo KS5ro-\$?-"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="rm tests/bud.bats; echo KS5ro-\$?-", record_output=undef, no_regex=1, quiet=undef, timeout=90)
[33m[2024-05-28T07:24:36.870110Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000220232999708969 seconds: rm tests/bud.bats; echo KS5ro-$?-[0m
[32m[2024-05-28T07:24:36.870400Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/bud.bats; echo KS5ro-$?-: ok[0m
[2024-05-28T07:24:36.870647Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="YXNmEIJQ")
[2024-05-28T07:24:36.870853Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.870998Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, record_output=undef, buffer_size=undef, regexp=qr/KS5ro-\d+-/u, expect_not_found=0, timeout=30)
[2024-05-28T07:24:36.871328Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, no_regex=0, quiet=undef, record_output=undef, regexp="(?^u:KS5ro-\\d+-)", expect_not_found=0, pattern="(?^u:KS5ro-\\d+-)", cmd="backend_wait_serial", json_cmd_token="vQkYgsjX", buffer_size=undef)
[33m[2024-05-28T07:24:36.872614Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00134787200113351 seconds: KS5ro-0-[0m
[32m[2024-05-28T07:24:36.872887Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:KS5ro-\d+-): ok[0m
[2024-05-28T07:24:36.873009Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.873132Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/run.bats", die_on_timeout=1, timeout=30, output="", quiet=undef)
[2024-05-28T07:24:36.873239Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.873368Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp="# ", timeout=90)
[2024-05-28T07:24:36.873689Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, quiet=undef, no_regex=1, record_output=undef, expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ], json_cmd_token="uqpNpUcT", buffer_size=undef)
[33m[2024-05-28T07:24:36.873764Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000162702999659814 seconds: # [0m
[32m[2024-05-28T07:24:36.874012Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.874244Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="YwbeQuXO", text="rm tests/run.bats", cmd="backend_type_string")
[2024-05-28T07:24:36.875067Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="tzlQzEgs", cmd="backend_type_string", text="; echo VosCi-\$?-")
[2024-05-28T07:24:36.875272Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.875408Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=145, quiet=undef, no_regex=1, timeout=90, expect_not_found=0, regexp="rm tests/run.bats; echo VosCi-\$?-")
[2024-05-28T07:24:36.875726Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="eUZClVVc", buffer_size=145, expect_not_found=0, regexp="rm tests/run.bats; echo VosCi-\$?-", cmd="backend_wait_serial", pattern=[
    "rm tests/run.bats; echo VosCi-\$?-"
  ])
[33m[2024-05-28T07:24:36.875801Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163073000294389 seconds: rm tests/run.bats; echo VosCi-$?-[0m
[32m[2024-05-28T07:24:36.876123Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/run.bats; echo VosCi-$?-: ok[0m
[2024-05-28T07:24:36.876362Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="RMBzlBdx", text="\n", cmd="backend_type_string")
[2024-05-28T07:24:36.876552Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.876688Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, buffer_size=undef, record_output=undef, regexp=qr/VosCi-\d+-/u, expect_not_found=0, timeout=30)
[2024-05-28T07:24:36.876991Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, record_output=undef, quiet=undef, no_regex=0, cmd="backend_wait_serial", pattern="(?^u:VosCi-\\d+-)", expect_not_found=0, regexp="(?^u:VosCi-\\d+-)", buffer_size=undef, json_cmd_token="zwvXMDJA")
[33m[2024-05-28T07:24:36.877952Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00103563700031373 seconds: VosCi-0-[0m
[32m[2024-05-28T07:24:36.878221Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:VosCi-\d+-): ok[0m
[2024-05-28T07:24:36.878335Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.878445Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/sbom.bats", quiet=undef, output="", timeout=30, die_on_timeout=1)
[2024-05-28T07:24:36.878546Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.878667Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:24:36.878973Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, expect_not_found=0, regexp="# ", pattern=[
    "# "
  ], cmd="backend_wait_serial", json_cmd_token="BXQULqRn", buffer_size=undef)
[33m[2024-05-28T07:24:36.879045Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158492000991828 seconds: # [0m
[32m[2024-05-28T07:24:36.879354Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.879583Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="rm tests/sbom.bats", json_cmd_token="vebEyFqA")
[2024-05-28T07:24:36.879878Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="EVzeREUh", text="; echo Jx~SL-\$?-", cmd="backend_type_string")
[2024-05-28T07:24:36.880047Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.880162Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=146, no_regex=1, quiet=undef, timeout=90, regexp="rm tests/sbom.bats; echo Jx~SL-\$?-", expect_not_found=0)
[2024-05-28T07:24:36.880470Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="LpAyHPTu", buffer_size=146, expect_not_found=0, regexp="rm tests/sbom.bats; echo Jx~SL-\$?-", pattern=[
    "rm tests/sbom.bats; echo Jx~SL-\$?-"
  ], cmd="backend_wait_serial", no_regex=1, quiet=undef, record_output=undef, timeout=90)
[33m[2024-05-28T07:24:36.880546Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163312999575282 seconds: rm tests/sbom.bats; echo Jx~SL-$?-[0m
[32m[2024-05-28T07:24:36.880761Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/sbom.bats; echo Jx~SL-$?-: ok[0m
[2024-05-28T07:24:36.880983Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="mOAagnec")
[2024-05-28T07:24:36.881155Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.881267Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp=qr/Jx~SL-\d+-/u, timeout=30, quiet=undef, no_regex=0, record_output=undef, buffer_size=undef)
[2024-05-28T07:24:36.881572Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, quiet=undef, no_regex=0, record_output=undef, expect_not_found=0, regexp="(?^u:Jx~SL-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:Jx~SL-\\d+-)", json_cmd_token="mdPTemIY", buffer_size=undef)
[33m[2024-05-28T07:24:36.882159Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000667280999550712 seconds: Jx~SL-0-[0m
[32m[2024-05-28T07:24:36.882397Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:Jx~SL-\d+-): ok[0m
[2024-05-28T07:24:36.882497Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.882587Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm tests/none.bats", timeout=30, output="", die_on_timeout=1, quiet=undef)
[2024-05-28T07:24:36.882671Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.882767Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, buffer_size=undef, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:24:36.883155Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, no_regex=1, quiet=undef, pattern=[
    "# "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="YXPOMPsO")
[33m[2024-05-28T07:24:36.883246Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000208832998396247 seconds: # [0m
[32m[2024-05-28T07:24:36.883586Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.883849Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="VVvmStzg", text="rm tests/none.bats", cmd="backend_type_string")
[2024-05-28T07:24:36.884205Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="RQIQdceC", text="; echo ndHJ7-\$?-", cmd="backend_type_string")
[2024-05-28T07:24:36.884506Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.884654Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="rm tests/none.bats; echo ndHJ7-\$?-", expect_not_found=0, buffer_size=146, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:24:36.884978Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=146, json_cmd_token="GYtJClpl", pattern=[
    "rm tests/none.bats; echo ndHJ7-\$?-"
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="rm tests/none.bats; echo ndHJ7-\$?-", record_output=undef, no_regex=1, quiet=undef, timeout=90)
[33m[2024-05-28T07:24:36.885052Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000163933000294492 seconds: rm tests/none.bats; echo ndHJ7-$?-[0m
[32m[2024-05-28T07:24:36.885308Z] [debug] [pid:80781] >>> testapi::wait_serial: rm tests/none.bats; echo ndHJ7-$?-: ok[0m
[2024-05-28T07:24:36.885551Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="XgUAKNqp")
[2024-05-28T07:24:36.885752Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:31 called testapi::script_run
[2024-05-28T07:24:36.885894Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp=qr/ndHJ7-\d+-/u, timeout=30)
[2024-05-28T07:24:36.886211Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=30, quiet=undef, no_regex=0, record_output=undef, expect_not_found=0, regexp="(?^u:ndHJ7-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:ndHJ7-\\d+-)", json_cmd_token="zqqqMcfG", buffer_size=undef)
[33m[2024-05-28T07:24:36.886835Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 7 loops & 0.000703481000527972 seconds: ndHJ7-1-[0m
[32m[2024-05-28T07:24:36.887091Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:ndHJ7-\d+-): ok[0m
[2024-05-28T07:24:36.887208Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:24:36.887317Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="echo buildah-root.tap .. > buildah-root.tap", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:24:36.887422Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:24:36.887542Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="# ", expect_not_found=0, record_output=undef, buffer_size=undef, quiet=undef, no_regex=1)
[2024-05-28T07:24:36.887857Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="gRdwITeN", buffer_size=undef, expect_not_found=0, regexp="# ", cmd="backend_wait_serial", pattern=[
    "# "
  ])
[33m[2024-05-28T07:24:36.887927Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000155592999362852 seconds: # [0m
[32m[2024-05-28T07:24:36.888189Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.888433Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="echo buildah-root.tap .. > buildah-root.tap", cmd="backend_type_string", json_cmd_token="nIKmzNiH")
[2024-05-28T07:24:36.888767Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo JA1VZ-\$?-", json_cmd_token="kJxAtyId")
[2024-05-28T07:24:36.888948Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:24:36.889085Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, regexp="echo buildah-root.tap .. > buildah-root.tap; echo JA1VZ-\$?-", expect_not_found=0, record_output=undef, buffer_size=171, no_regex=1, quiet=undef)
[2024-05-28T07:24:36.889401Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="cstQWJzL", buffer_size=171, expect_not_found=0, regexp="echo buildah-root.tap .. > buildah-root.tap; echo JA1VZ-\$?-", cmd="backend_wait_serial", pattern=[
    "echo buildah-root.tap .. > buildah-root.tap; echo JA1VZ-\$?-"
  ], quiet=undef, no_regex=1, record_output=undef, timeout=90)
[33m[2024-05-28T07:24:36.889476Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000161263000336476 seconds: echo buildah-root.tap .. > buildah-root.tap; echo JA1VZ-$?-[0m
[32m[2024-05-28T07:24:36.889722Z] [debug] [pid:80781] >>> testapi::wait_serial: echo buildah-root.tap .. > buildah-root.tap; echo JA1VZ-$?-: ok[0m
[2024-05-28T07:24:36.889959Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="LeFikEws")
[2024-05-28T07:24:36.890152Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:33 called testapi::assert_script_run
[2024-05-28T07:24:36.890284Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp=qr/JA1VZ-\d+-/u, expect_not_found=0, timeout=90, no_regex=0, quiet=undef, record_output=undef, buffer_size=undef)
[2024-05-28T07:24:36.890593Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=0, record_output=undef, timeout=90, json_cmd_token="oQTuoKDN", buffer_size=undef, expect_not_found=0, regexp="(?^u:JA1VZ-\\d+-)", cmd="backend_wait_serial", pattern="(?^u:JA1VZ-\\d+-)")
[33m[2024-05-28T07:24:36.890674Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000158952998390305 seconds: JA1VZ-0-[0m
[32m[2024-05-28T07:24:36.890922Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:JA1VZ-\d+-): ok[0m
[2024-05-28T07:24:36.891035Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:24:36.891145Z] [debug] [pid:80781] <<< testapi::script_run(cmd="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-root.tap", output="", timeout=3600, die_on_timeout=1, quiet=undef)
[2024-05-28T07:24:36.891253Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:24:36.891370Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=1, record_output=undef, buffer_size=undef, expect_not_found=0, regexp="# ", timeout=90)
[2024-05-28T07:24:36.891687Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(quiet=undef, no_regex=1, record_output=undef, timeout=90, json_cmd_token="KOtOyKJb", buffer_size=undef, regexp="# ", expect_not_found=0, cmd="backend_wait_serial", pattern=[
    "# "
  ])
[33m[2024-05-28T07:24:36.891745Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.000143692001074669 seconds: # [0m
[32m[2024-05-28T07:24:36.892047Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:24:36.892289Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-root.tap", cmd="backend_type_string", json_cmd_token="YGmccNDy")
[2024-05-28T07:24:36.892608Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="VyYahjvj", text="; echo R_5Zp-\$?-", cmd="backend_type_string")
[2024-05-28T07:24:36.892778Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:24:36.892894Z] [debug] [pid:80781] <<< testapi::wait_serial(regexp="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-root.tap; echo R_5Zp-\$?-", expect_not_found=0, timeout=90, quiet=undef, no_regex=1, record_output=undef, buffer_size=225)
[2024-05-28T07:24:36.893219Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-root.tap; echo R_5Zp-\$?-", pattern=[
    "BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-root.tap; echo R_5Zp-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="GanEcmDN", buffer_size=225, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:24:36.893303Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.000180263001311687 seconds: BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-root.tap; echo R_5Zp-$?-[0m
[32m[2024-05-28T07:24:36.893530Z] [debug] [pid:80781] >>> testapi::wait_serial: BUILDAH_BINARY=/usr/bin/buildah STORAGE_DRIVER=overlay bats --tap tests | tee -a buildah-root.tap; echo R_5Zp-$?-: ok[0m
[2024-05-28T07:24:36.893759Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="WwqvSnnx")
[2024-05-28T07:24:36.893933Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:34 called testapi::script_run
[2024-05-28T07:24:36.894045Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=0, quiet=undef, timeout=3600, expect_not_found=0, regexp=qr/R_5Zp-\d+-/u)
[2024-05-28T07:24:36.894350Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=0, timeout=3600, buffer_size=undef, json_cmd_token="ZzhgyWAn", cmd="backend_wait_serial", pattern="(?^u:R_5Zp-\\d+-)", expect_not_found=0, regexp="(?^u:R_5Zp-\\d+-)")
[33m[2024-05-28T07:45:51.272642Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 635 loops & 1274.378272245 seconds: R_5Zp-0-[0m
[32m[2024-05-28T07:45:51.273568Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:R_5Zp-\d+-): ok[0m
[2024-05-28T07:45:51.273798Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:45:51.273917Z] [debug] [pid:80781] <<< testapi::upload_logs(file="buildah-root.tap", failok=0, timeout=90)
[2024-05-28T07:45:51.274092Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:45:51.274199Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="curl --form upload=\@buildah-root.tap --form upname=buildah_integration-buildah-root.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-root.tap", timeout=90, fail_message="", quiet=undef)
[2024-05-28T07:45:51.274316Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:45:51.274447Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=undef, no_regex=1, quiet=undef, timeout=90, regexp="# ", expect_not_found=0)
[2024-05-28T07:45:51.275251Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, record_output=undef, quiet=undef, no_regex=1, cmd="backend_wait_serial", pattern=[
    "# "
  ], regexp="# ", expect_not_found=0, buffer_size=undef, json_cmd_token="FLUJzmVG")
[33m[2024-05-28T07:45:51.275405Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000331955001456663 seconds: # [0m
[32m[2024-05-28T07:45:51.275743Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:45:51.276091Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="VEBUpgOi", cmd="backend_type_string", text="curl --form upload=\@buildah-root.tap --form upname=buildah_integration-buildah-root.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-root.tap")
[2024-05-28T07:45:51.276504Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="; echo VKuo7-\$?-", json_cmd_token="REMEgfzt")
[2024-05-28T07:45:51.276705Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:45:51.276852Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="curl --form upload=\@buildah-root.tap --form upname=buildah_integration-buildah-root.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-root.tap; echo VKuo7-\$?-", buffer_size=281, record_output=undef, no_regex=1, quiet=undef)
[2024-05-28T07:45:51.277202Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=281, json_cmd_token="erTXLAfJ", cmd="backend_wait_serial", pattern=[
    "curl --form upload=\@buildah-root.tap --form upname=buildah_integration-buildah-root.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-root.tap; echo VKuo7-\$?-"
  ], expect_not_found=0, regexp="curl --form upload=\@buildah-root.tap --form upname=buildah_integration-buildah-root.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-root.tap; echo VKuo7-\$?-", record_output=undef, quiet=undef, no_regex=1, timeout=90)
[33m[2024-05-28T07:45:51.277294Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.00018988299962075 seconds: curl --form upload=@buildah-root.tap --form upname=buildah_integration-buildah-root.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-root.tap; echo VKuo7-$?-[0m
[32m[2024-05-28T07:45:51.277553Z] [debug] [pid:80781] >>> testapi::wait_serial: curl --form upload=@buildah-root.tap --form upname=buildah_integration-buildah-root.tap http://10.0.2.2:20213/fSCYChIzqLKRag2J/uploadlog/buildah-root.tap; echo VKuo7-$?-: ok[0m
[2024-05-28T07:45:51.277804Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="\n", cmd="backend_type_string", json_cmd_token="agrjGEbb")
[2024-05-28T07:45:51.278045Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:35 called testapi::parse_extra_log
[2024-05-28T07:45:51.278261Z] [debug] [pid:80781] <<< testapi::wait_serial(quiet=undef, no_regex=0, buffer_size=undef, record_output=undef, regexp=qr/VKuo7-\d+-/u, expect_not_found=0, timeout=90)
[2024-05-28T07:45:51.278601Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(json_cmd_token="PINuoRFl", buffer_size=undef, regexp="(?^u:VKuo7-\\d+-)", expect_not_found=0, cmd="backend_wait_serial", pattern="(?^u:VKuo7-\\d+-)", quiet=undef, no_regex=0, record_output=undef, timeout=90)
[33m[2024-05-28T07:45:51.287256Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 5 loops & 0.00873286299975007 seconds: VKuo7-0-[0m
[32m[2024-05-28T07:45:51.287578Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:VKuo7-\d+-): ok[0m
[2024-05-28T07:45:51.320035Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:45:51.320134Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="rm -rf tests", quiet=undef, fail_message="", timeout=90)
[2024-05-28T07:45:51.320230Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:45:51.320329Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=1, quiet=undef, buffer_size=undef, record_output=undef, regexp="# ", expect_not_found=0, timeout=90)
[2024-05-28T07:45:51.320841Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(pattern=[
    "# "
  ], cmd="backend_wait_serial", expect_not_found=0, regexp="# ", buffer_size=undef, json_cmd_token="nhxLgpbB", timeout=90, record_output=undef, no_regex=1, quiet=undef)
[33m[2024-05-28T07:45:51.320958Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000265665001279558 seconds: # [0m
[32m[2024-05-28T07:45:51.321222Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:45:51.321526Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="KccMWgso", text="rm -rf tests", cmd="backend_type_string")
[2024-05-28T07:45:51.321928Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="rotWEVxH", text="; echo P15RV-\$?-", cmd="backend_type_string")
[2024-05-28T07:45:51.322112Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:45:51.322225Z] [debug] [pid:80781] <<< testapi::wait_serial(record_output=undef, buffer_size=140, no_regex=1, quiet=undef, timeout=90, regexp="rm -rf tests; echo P15RV-\$?-", expect_not_found=0)
[2024-05-28T07:45:51.322604Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(cmd="backend_wait_serial", pattern=[
    "rm -rf tests; echo P15RV-\$?-"
  ], regexp="rm -rf tests; echo P15RV-\$?-", expect_not_found=0, buffer_size=140, json_cmd_token="PSiJAubL", timeout=90, record_output=undef, quiet=undef, no_regex=1)
[33m[2024-05-28T07:45:51.322705Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000213143001019489 seconds: rm -rf tests; echo P15RV-$?-[0m
[32m[2024-05-28T07:45:51.322941Z] [debug] [pid:80781] >>> testapi::wait_serial: rm -rf tests; echo P15RV-$?-: ok[0m
[2024-05-28T07:45:51.323214Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="chUaPVUj", text="\n", cmd="backend_type_string")
[2024-05-28T07:45:51.323427Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:79 called buildah_integration::run_tests -> tests/containers/buildah_integration.pm:36 called testapi::assert_script_run
[2024-05-28T07:45:51.323548Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, buffer_size=undef, record_output=undef, expect_not_found=0, regexp=qr/P15RV-\d+-/u, timeout=90)
[2024-05-28T07:45:51.323930Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(pattern="(?^u:P15RV-\\d+-)", cmd="backend_wait_serial", regexp="(?^u:P15RV-\\d+-)", expect_not_found=0, buffer_size=undef, json_cmd_token="lzBSNanR", timeout=90, record_output=undef, no_regex=0, quiet=undef)
[33m[2024-05-28T07:45:51.494467Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.170587978000185 seconds: P15RV-0-[0m
[32m[2024-05-28T07:45:51.495004Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:P15RV-\d+-): ok[0m
[2024-05-28T07:45:51.495181Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:83 called testapi::assert_script_run
[2024-05-28T07:45:51.495301Z] [debug] [pid:80781] <<< testapi::assert_script_run(cmd="cd ~", fail_message="", timeout=90, quiet=undef)
[2024-05-28T07:45:51.495425Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:83 called testapi::assert_script_run
[2024-05-28T07:45:51.495566Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=undef, record_output=undef, no_regex=1, quiet=undef, timeout=90, expect_not_found=0, regexp="# ")
[2024-05-28T07:45:51.496133Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(timeout=90, no_regex=1, quiet=undef, record_output=undef, expect_not_found=0, regexp="# ", pattern=[
    "# "
  ], cmd="backend_wait_serial", json_cmd_token="nAaJONIW", buffer_size=undef)
[33m[2024-05-28T07:45:51.496238Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000267964000158827 seconds: # [0m
[32m[2024-05-28T07:45:51.496532Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:45:51.496865Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="MeXGtWRv", text="cd ~", cmd="backend_type_string")
[2024-05-28T07:45:51.497288Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(text="; echo qL7Vy-\$?-", cmd="backend_type_string", json_cmd_token="ZQCogDdr")
[2024-05-28T07:45:51.497610Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:83 called testapi::assert_script_run
[2024-05-28T07:45:51.497820Z] [debug] [pid:80781] <<< testapi::wait_serial(expect_not_found=0, regexp="cd ~; echo qL7Vy-\$?-", timeout=90, no_regex=1, quiet=undef, buffer_size=132, record_output=undef)
[2024-05-28T07:45:51.498246Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(regexp="cd ~; echo qL7Vy-\$?-", expect_not_found=0, pattern=[
    "cd ~; echo qL7Vy-\$?-"
  ], cmd="backend_wait_serial", json_cmd_token="CtZuBMQJ", buffer_size=132, timeout=90, no_regex=1, quiet=undef, record_output=undef)
[33m[2024-05-28T07:45:51.498347Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000214433001019643 seconds: cd ~; echo qL7Vy-$?-[0m
[32m[2024-05-28T07:45:51.498706Z] [debug] [pid:80781] >>> testapi::wait_serial: cd ~; echo qL7Vy-$?-: ok[0m
[2024-05-28T07:45:51.499005Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(cmd="backend_type_string", text="\n", json_cmd_token="rkAGgofr")
[2024-05-28T07:45:51.499222Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:83 called testapi::assert_script_run
[2024-05-28T07:45:51.499362Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp=qr/qL7Vy-\d+-/u, buffer_size=undef, record_output=undef, quiet=undef, no_regex=0)
[2024-05-28T07:45:51.499753Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=0, timeout=90, buffer_size=undef, json_cmd_token="AgckQYoS", cmd="backend_wait_serial", pattern="(?^u:qL7Vy-\\d+-)", regexp="(?^u:qL7Vy-\\d+-)", expect_not_found=0)
[33m[2024-05-28T07:45:51.499870Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000227592998271575 seconds: qL7Vy-0-[0m
[32m[2024-05-28T07:45:51.500154Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:qL7Vy-\d+-): ok[0m
[2024-05-28T07:45:51.500273Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:84 called testapi::script_run
[2024-05-28T07:45:51.500382Z] [debug] [pid:80781] <<< testapi::script_run(cmd="rm -rf /var/tmp/buildah-1.36.0/", quiet=undef, die_on_timeout=1, output="", timeout=30)
[2024-05-28T07:45:51.500482Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:84 called testapi::script_run
[2024-05-28T07:45:51.500603Z] [debug] [pid:80781] <<< testapi::wait_serial(timeout=90, expect_not_found=0, regexp="# ", buffer_size=undef, record_output=undef, quiet=undef, no_regex=1)
[2024-05-28T07:45:51.501132Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(record_output=undef, quiet=undef, no_regex=1, timeout=90, buffer_size=undef, json_cmd_token="WbukwluO", cmd="backend_wait_serial", pattern=[
    "# "
  ], expect_not_found=0, regexp="# ")
[33m[2024-05-28T07:45:51.501239Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 1 loops & 0.00025713500144775 seconds: # [0m
[32m[2024-05-28T07:45:51.501613Z] [debug] [pid:80781] >>> testapi::wait_serial: # : ok[0m
[2024-05-28T07:45:51.501941Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="ieFTPypF", cmd="backend_type_string", text="rm -rf /var/tmp/buildah-1.36.0/")
[2024-05-28T07:45:51.502364Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="mMOFLAbp", text="; echo tTh7S-\$?-", cmd="backend_type_string")
[2024-05-28T07:45:51.502580Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:84 called testapi::script_run
[2024-05-28T07:45:51.502743Z] [debug] [pid:80781] <<< testapi::wait_serial(buffer_size=159, record_output=undef, no_regex=1, quiet=undef, timeout=90, regexp="rm -rf /var/tmp/buildah-1.36.0/; echo tTh7S-\$?-", expect_not_found=0)
[2024-05-28T07:45:51.503140Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(buffer_size=159, json_cmd_token="FvKQbzoT", pattern=[
    "rm -rf /var/tmp/buildah-1.36.0/; echo tTh7S-\$?-"
  ], cmd="backend_wait_serial", regexp="rm -rf /var/tmp/buildah-1.36.0/; echo tTh7S-\$?-", expect_not_found=0, record_output=undef, no_regex=1, quiet=undef, timeout=90)
[33m[2024-05-28T07:45:51.503237Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 2 loops & 0.000216214000829495 seconds: rm -rf /var/tmp/buildah-1.36.0/; echo tTh7S-$?-[0m
[32m[2024-05-28T07:45:51.503540Z] [debug] [pid:80781] >>> testapi::wait_serial: rm -rf /var/tmp/buildah-1.36.0/; echo tTh7S-$?-: ok[0m
[2024-05-28T07:45:51.503819Z] [debug] [pid:80971] <<< consoles::serial_screen::type_string(json_cmd_token="dqwOHwBI", cmd="backend_type_string", text="\n")
[2024-05-28T07:45:51.504052Z] [debug] [pid:80781] tests/containers/buildah_integration.pm:95 called buildah_integration::cleanup -> tests/containers/buildah_integration.pm:84 called testapi::script_run
[2024-05-28T07:45:51.504203Z] [debug] [pid:80781] <<< testapi::wait_serial(no_regex=0, quiet=undef, record_output=undef, buffer_size=undef, expect_not_found=0, regexp=qr/tTh7S-\d+-/u, timeout=30)
[2024-05-28T07:45:51.504590Z] [debug] [pid:80971] <<< consoles::serial_screen::read_until(expect_not_found=0, regexp="(?^u:tTh7S-\\d+-)", pattern="(?^u:tTh7S-\\d+-)", cmd="backend_wait_serial", json_cmd_token="iZWIeJJF", buffer_size=undef, timeout=30, no_regex=0, quiet=undef, record_output=undef)
[33m[2024-05-28T07:45:51.970297Z] [info] [pid:80971] ::: consoles::serial_screen::read_until: Matched output from SUT in 3 loops & 0.465728692999619 seconds: tTh7S-0-[0m
[32m[2024-05-28T07:45:51.970998Z] [debug] [pid:80781] >>> testapi::wait_serial: (?^u:tTh7S-\d+-): ok[0m
[1;34m[2024-05-28T07:45:52.021383Z] [debug] [pid:80781] ||| finished buildah_integration containers (runtime: 2169 s)[0m
[37m[2024-05-28T07:45:52.023298Z] [debug] [pid:80763] stopping autotest process 80781[0m
[37m[2024-05-28T07:45:52.032734Z] [debug] [pid:80763] [autotest] process exited: 0[0m
[37m[2024-05-28T07:45:52.132994Z] [debug] [pid:80763] done with autotest process[0m
[37m[2024-05-28T07:45:52.133368Z] [debug] [pid:80763] stopping command server 80772 because test execution ended[0m
[37m[2024-05-28T07:45:52.133455Z] [debug] [pid:80763] isotovideo: informing websocket clients before stopping command server: http://127.0.0.1:20213/fSCYChIzqLKRag2J/broadcast[0m
[37m[2024-05-28T07:45:52.145801Z] [debug] [pid:80763] commands process exited: 0[0m
[37m[2024-05-28T07:45:52.246030Z] [debug] [pid:80763] done with command server[0m
[37m[2024-05-28T07:45:52.246100Z] [debug] [pid:80763] isotovideo done[0m
[37m[2024-05-28T07:45:52.246539Z] [debug] [pid:80971] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[8]"},"event":"RTC_CHANGE","timestamp":{"microseconds":500027,"seconds":1716880510}}[0m
[37m[2024-05-28T07:45:52.246650Z] [debug] [pid:80971] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[8]"},"event":"RTC_CHANGE","timestamp":{"microseconds":500011,"seconds":1716881169}}[0m
[37m[2024-05-28T07:45:52.246734Z] [debug] [pid:80971] EVENT {"data":{"offset":0,"qom-path":"\/machine\/unattached\/device[8]"},"event":"RTC_CHANGE","timestamp":{"microseconds":500342,"seconds":1716881828}}[0m
[37m[2024-05-28T07:45:52.246848Z] [debug] [pid:80971] QEMU status is not 'shutdown', it is 'running'[0m
[37m[2024-05-28T07:45:52.246975Z] [debug] [pid:80763] backend shutdown state: [0m
[33m[2024-05-28T07:45:52.247307Z] [info] [pid:80971] ::: OpenQA::Qemu::Proc::save_state: Saving QEMU state to qemu_state.json[0m
[37m[2024-05-28T07:45:53.549339Z] [debug] [pid:80971] Passing remaining frames to the video encoder[0m
frame=   38 fps=0.0 q=0.0 Lsize=     222kB time=00:00:01.54 bitrate=1176.0kbits/s speed=0.0007x    
video:221kB audio:0kB subtitle:0kB other streams:0kB global headers:0kB muxing overhead: 0.353946%
[37m[2024-05-28T07:45:55.025062Z] [debug] [pid:80971] Waiting for video encoder to finalize the video[0m
[37m[2024-05-28T07:45:55.025135Z] [debug] [pid:80971] The built-in video encoder (pid 81165) terminated[0m
[37m[2024-05-28T07:45:55.025191Z] [debug] [pid:80971] The external video encoder (pid 81164) terminated[0m
[37m[2024-05-28T07:45:55.025720Z] [debug] [pid:80971] QEMU: qemu-system-x86_64: terminating on signal 15 from pid 80971 (/usr/bin/isotovideo: backen)[0m
[37m[2024-05-28T07:45:55.026602Z] [debug] [pid:80971] sending magic and exit[0m
[37m[2024-05-28T07:45:55.026836Z] [debug] [pid:80763] received magic close[0m
[37m[2024-05-28T07:45:55.065633Z] [debug] [pid:80763] backend process exited: 0[0m
Use of uninitialized value $name in pattern match (m//) at /usr/lib/os-autoinst/OpenQA/Isotovideo/Utils.pm line 332.
	OpenQA::Isotovideo::Utils::handle_generated_assets(OpenQA::Isotovideo::CommandHandler=HASH(0x55d4ace858a8), "") called at /usr/bin/isotovideo line 204
	eval {...} called at /usr/bin/isotovideo line 161
Use of uninitialized value $name in pattern match (m//) at /usr/lib/os-autoinst/OpenQA/Isotovideo/Utils.pm line 332.
	OpenQA::Isotovideo::Utils::handle_generated_assets(OpenQA::Isotovideo::CommandHandler=HASH(0x55d4ace858a8), "") called at /usr/bin/isotovideo line 204
	eval {...} called at /usr/bin/isotovideo line 161
[37m[2024-05-28T07:45:55.166938Z] [debug] [pid:80763] stopping backend process 80971[0m
[37m[2024-05-28T07:45:55.167004Z] [debug] [pid:80763] done with backend process[0m
80763: EXIT 0
[2024-05-28T07:45:55.213878Z] [info] Isotovideo exit status: 0
[2024-05-28T07:45:55.246842Z] [info] +++ worker notes +++
[2024-05-28T07:45:55.246989Z] [info] End time: 2024-05-28 07:45:55
[2024-05-28T07:45:55.247061Z] [info] Result: done
[2024-05-28T07:45:55.250392Z] [info] Uploading buildah_integration-buildah-root.tap
[2024-05-28T07:45:55.315980Z] [info] Uploading buildah_integration-buildah-user.tap
[2024-05-28T07:45:55.352550Z] [info] Uploading video.webm
[2024-05-28T07:45:55.403827Z] [info] Uploading autoinst-log.txt
